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WARNING 
This patch release contains updates ta allow 
DONGS Ll. to access the CT40 cartridase tare 
drive (CsC's[ tape) and the DRIS2 and DRSeo 
disk drives (SOI disk). Certain utilities 
and tape oaperatians will have unexpected 
results if these updates are mot installed as 
described. If vou Plan to use either af 
these devices, be sure to read the NEW 


FLUNG TIONS and SCSI CHANGES sectians of this 
document Priar ta building a svsgen. 


In order toe build an operatins srstem an the 
DBIGS or DRSSO from tape, a new "BLUILDO" tape 
is required, This tape will be cantained ain 
any new srstems ardered with saftware and 
temPararily with each SCSI disk. However, it 
will not be shiprped with "Secandary units" or 
"Piece parts" ordered without software an a 
montinuins basis. The build tarpe required is 


Part number 25402046-1301 rev. #I-. 
Additianally,» the #0 revision carrects the 
Prablem ef changing the Physical Record 


Lenath,s, PRL, for a disk» and will correctly 
set the default value for the DBLS2/0B 330 
disks ta 1024 brtes (2 sectors). 


NOTE 


In order ta decrease the time required toa 
aPPly DNOS KERNEL and UTILITY patches, the 
structure af the patch files has heen 
changed. The first and most noticable change 
1s that there are two new patch files. The 
are KERNELFE ard UTILFE. These are called 
the “front end" patch files. Ther canmtain 
the Bulk af the Patches that were formerly in 
the KERNEL and UTILITY files. The KERNEL and 
UTILITY patch files will autamaticall+ 
execute the frant end patch files if, and 
antlv if, the front end patches have mat been 
Previously applied errar free. This will 
cause the first application of the Patches ta 
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take abaut the same amount 


but all successive arprPplicatians tea 
aeyrystem will run in a fraction 


the ariainal arprPplication. 


Ancether change that may be 


mast af the records in the 
nat appear in the batch listina 
wil] reduce the disk space required th 
aPPlicatican 


these files and reduce the 


by oonmat requiring as many 
written ta the listings files. 
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SECTION 1 
WISER INFORMATION 


Fatches are maintained ty Texas Instruments and are available ta 
TI-CARE SUPPart Services cantract customers. The current 
released Patches far the DNOS system family saftware are shiprPed 
with the initial DONO license. Subsequent patch releases will te 
shipped ta custamers who have a suPpPart agreement. 


TI-CARE ‘Suppart Bervices pPravides new Patches that are developed 
between Patch releases an am as needed hasis aver the telephane 


or Ev communications Jink. Tf wou have a support agreement, wren 
may call (3i2)-250-7407 te request Patch Files that have been 
uPdated since this Patch release. A detailed explanation will be 
Pravided oan how ta apply the patches ta vour system. It 15 
recommended that weu call TI-CARE Support Services to get the 


latest Patches Priar to installation of the proaduct. 


Patches are shipped initially with the DNOS license on the same 
“media as that requested for DNOS, that is, either as a hard disk 
addon, magnetic tape, or aon a double-sided, double-density (DS0D) 
diskette. Subsequent patch releases are shipred an the same 
media as the initial license, except that micrefiche cards are 
sent in Place af hard media. The Media Change Farm (p/n S30246407— 
IO 1) cantained in this patch release kit can be used ta change 
the media for subsequent Patch updates. 


WARNING 


Same af the praduct Patches cantained in this 
Patch release mar be superceeded tyr anew 
release of that Praduct. Uo oot applr 


Patches in this release ta Praducts that fall 
in this category. Section 4 describes the 
aPpPlicable product releases for this Patch 
release, Be sure ta read the directians in 
each batch stream before aprplyrina the patches 
for any af the Products. 


Patches received an microfiche must in most cases be treed anta a 
file and then applied via an Execute Batch (XB) command. Ir 
several cases, they mayr be manually arPrPplied via an imdividual 
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Modify Froagram Image (MFI) or Modify Relative to File (MRF) 
Toammard, APPly Patches as a set$ de moat select and aprPlyr same af 
the Patches in a file. 


Mmoameletely verify gach MPI or MRF Prior ta executing the command. 
Fatching the wrang word(s) will be disastrous, 


Fatches received an magnetic tape media can he copied via Restore 
Directery (RO) command tae a disk» or tao a directory an vwour disk, 
and then applied via Execute Batch (XB) cammand unless oatherwise 
directed ain the ainstruction sectian. Fatches received an disk 
media mar be applied via Execute Batch (XB) from the disk media 
or mar be caPied via Coapr Cancatenate ta wour disk and then 
aPpPlied. | 


Fatch files that require the Placement of the patch an an obsect 
disk oar ain a sPecific directory must be copied ta the lacatian 
9iven in the instructions sectian for Praper execution. These 
files may be copied aver ta the indicated lacatian usina the Capr 
Ionmcatenate (Cl) Procedure. 7 
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SECTION 2 
UPDATES TO DNOS 1.3.0 


lIparades far drivina the CT40 tape drive, DOB1IS2 disk drive, and 


CBSO disk drive are supplied in the ".SPOCL117" directory. 
Installation amstructions are in the "SPECIAL INSTRUCTIONS" 
sectian of this document. Please use the supplied "INSTALL" 


Procedure to insure proper installatian af the upgrades. 


NOTE 


In order toa use the i740 tape drive or the 
DBIS2/08380 disk drive, the upgrades in the 
". SPCL117" directary and all] UTILITY patches 


must be ainstalled pricar ta building the 
sysaen that will access either of these 
devices, If these steps are amitted>, same 
utilities,» when used with these devices, will 
terminate abnormally, while athers will 
aPPear to work carrectly even thoush ther 
actually failed. See the ‘SCSI CHANGES 
sectian af this dacument for a list af these 
utilities. lisinas the supplied "INSTALL" 


Precedure will insure that all uPdates and 
Patches are installed in the Proper oarder. 
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SEMTICN 
NEW FUNETIONS FoR ONO 1.3.0 


With this issue af the Patches, all new functions cemegiecd in 


Patch release 1.15 and 1.14 have been combined with the new 
Functions of patch release 1.17. A single installation erocess 
will insure proper ainstatllation and pPatchina. Fol low the 
instructions ain the "Special Instructions" section of this 


decument for the Proper installation af this update in patches 
and functionality. 


The mew Ffunctian ta verify magnetic tape (uparaded ta wark with 
the T4640 tape drive) is added sta the utilities af the ODONGS 


Operatina Sayrstem. Alsa supplied, is a task (FOIH - Fratect Disk 
Heads) to mave the heads an an atherwise inactive Winchester type 
disk. It 1s believed that this function will assist in 


Preventing head failures im these disks. The task is designed ta 
use aiminimum of CPU crcles and disk activity. If na winchester 
disks are in the srstem, the task will terminate. You activate 
the task by adding the cammand FOH (Protect Disk Heads) in the 
system start up batch stream, .S$ISBTCH and btbanatina (IPL) the 
system. 


Ciacumentation for the new Verify Magnetic Tape (YVMT) function 15s 
SUPPlied as a Printable file. Instructians for installing the 
FOH task and the VMT processor and far pPrintina the VMT 


dacumentation are found in the "Special Instructions" section af 
this dacument. 
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The fallawina table 
release and the produ 
listed as beina Jacat 


under the restared 
be ]inw. 
PRECLIC T iS 
FILE 


»~cFCLiIl7 


» KERNEL 

» KERNELFE 
~UTILITY 
~UTILFE 
»OUNCMO,. CNPOCMON 
» UONCMO,. ONPCCMA 


~ONCMO,. ONPCSWS 
~OUNCMO. CONF PCOMM 


»UNCMO.UTLEAT 


|. ONS73012,. ONP S730 


~UNS7S012, ONPPS7S0 


~-UNS72012. 0NTP2730 


Nate s 
the file. 
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SECTICN 4 
FATHNAME INIEX 
lists the name of each File in the patch 
=t tea which ait coarresponds, The files 
ed oan DONPATCHI and DINFATCHS will alsa appear 
directory with the same pathnames indicated 


CONTAINED ON DONPATICH1 


LAST FPATICH 


The "LAST PATCH NUMBER" is the 


NUMBER RELEASE AND DESCRIPTION 
none INGS OPERATING SYSTEM 1.3.0 WFOATES 
ANI NEW FUNCTIONS 

427 1 DONGS O«<. &. 1.3.0 KERNEL FATCHES 

4202 DNGS Ch. SS. 1.35.0 KERNELFE PATICHES 

43577 DONGS 0. 3. 1.3.0 UTILITY PATCHES 

4218 DONOS O;, &. 1.32.0 UTILFE PATCHES 

4471 COMMON COMMUNICATIONS FPATICHE'S 1.3.0 

none COMMON COMMUNICATICNS COMA 
PATCHES 1.3.0 

nane COMMON COMMUNICATIONS SOFTWARE LEVEL 

| SCHEDULER PATCHES 1.3.0 

nane COMMON COMMUNICATIONS DSR GENERATION 
FPROCEDURES PATCHES 1.3.0 

4147 COMMON COMMUNICATIONS UTILITY 
FATICHES 1.3.0 

427 3730/2730 DSR PARTS PATCHES 1.2.0 

none 3780 BUILD DSR AND TAEE FROCEDURE 

| PATCHES 1.2.0 

4445 2730 EMULATOR FPATCHE'S 1.2.0 


last non-optional patch mumber in 
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PROOQUCTS CONTAINED ON DONFATCH2 


LAST FATCH \ 


Nate: The "LAST FATCH NUMBER" 


the file. 


Texas Instruments 


is the last 


FILE NUMBER RELEASE ANT eG ie a 
» RASTIC41 4001 NGS BAST 4.1.0 PATCHES 
2 CBRL SSO 4172 DONG: COBML 3.35.9 FPATCHE'S 
~ONTS7012. 0NF 2270 4244 2270 DSR EMULATOR FATCHES 1.2.0 
~ONS27012,. DNF P3270 reece rie 3270 BUILD PROCESS PROCEDURE 
| FATCHES 1.2.0 
JONS27012, FSC 3270 rare 3270 Pst USER TASK FATCHES 1.2.0 
~ONS27012. TSE S270 4439 2270 EMULATOR TASK FATICHES 1.2.0 
~ONDS1 3. ONFCMNS rare DINGS CMNS DSR OVERLAY PATCHES 1.53.09 
ONS 13. DONFLAF at NCS LAP DSR OVERLAY FATCHES 1.3.0 
~ UNS 13. ON SOLIS 4:30 DONC Ss SOLC DSR OVERLAY FPATCHES 1.3.0 
~UNCS1S.PAT?Y1I4 nane DONCS 214A TERMINAL PATCHES 1.3.0 
pa FATEML 4274 DONCS SNA EMLILATOR PATCHES 1.2.0. 
~ONDS13.PATGEN 4442 ONCS SYSGEN UTILITY FATCHES 1.2.0 
. ONCS 13 »-FATNUC 44:33 DONCS NUCLELIS PATCHES 1.2.0 
-UNGS 1. PATRE T sale DNCS X23/RFT PATCHES: 1.3.0 
~UNGS13. PUPS 44:31 DONGS PSC USER TASK PATCHES 1.:3.0 
~ONCS 13. PURE T nane DNCS RFT USER TASK FATCHES 1.2.0 
.OUNCS13.FPATBLU 4439 DNCS SNA BATCH EMULATOR PATCHES 1.0.0 
»-UNTIO21. 0NIQFAT 4600 DNOS DISTRIBUTED NETWORK I/O (DONIC) 
PATCHES 2.1.0 
»~FORT/S 12 3636 DNOS FORTRAN-7S 1.3.90 PATCHES 
»~FASCALIS 4179 DINGS PASCAL 1.8.0 PATCHES 
2oM10 | 4149 DONOS SORT/MERGE 1.0.0 PATCHES 
~TIFRM2s.LINKDS20 3248 DINOS TIFORM LINKED S20 3.3.0 PATCHE 
.TIFRM33.LINKD'? 11 3348 ONGOS TIFORM LINKED 911 3.3.0 PATCHES 
~TIFRMs2.MTASE 4367 DONOS TIFORM 3.3.90 FATCHES 
» (IPaS2 4175 DNOS TIPE 2.2.9 PATCHES 


nen-ePptioaonal Patch number in 
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ZSEMTION & 


SFECTAL INSTRUCTIONS 


“21 DONGS OPERATING SYSTEM NEW FUNCTIONS - 1.17.0 


IlIparades for driving the ET40 tape drive and DBISe2 disk drive are 
suUPPlied in the ".SPCL117" directoryr. New fFunctians VMT and FOH 


are alsa cantained in the ".SPOCL117" directory. 
WARNING 
In order to use the CT40 tare drive or the 


DRSE0O or DBLIS2 disk drive, the upsrades iin 
the ".SPCL117" directory and all patches must 
he installed Prior ta buildins the s‘rsgen 


that will access these devices. If these 
steps are amitted, same utilities, when used 
with these devices, will terminate 


abnormally. while QTHERS WILL APPEAR TO WORK 
CORRECTLY EVEN THOUGH THEY ACTUALLY FAILED. 
These utilities include» but are not limited 
ta, Copy Valume (CV), Backup Directory to 
Device (BOD), Recaver Volume Space (RV); 
Clapy Sequential Media (CSM), Copy Pragram 
Image (CPI). and Scan Disk (5D). 


The new funetions POH, VMT., and BIDFDOH are alsa installed br the 
INSTALL cammand. Task I0s >A6, =A7 and SAL are used in the ONO 
utility Program file ".S$UTIL". These tasks shauld not currentl 
be used, 


WARNING 


Task IDs =A4, AZ and SAC in the File JS6UTIL 
will be deleted during the execution af the 
installation batch stream. This will Tause 
ne Proatlems 1f moa tasks are currentlr 


Texas Instruments =~ 1 SSO2Z408—-979701 #7 


( 


DONG PATCH 1.17.0 RELEASE INFORMATION SPECIAL INSTRUCTIONS 


installed in Task ID poasitians >A4, “AZ and 
“AC. If one af the task IDs 15 wsercupied br a 


task af any ather mame, cantact vour saftuware 
SUPPlier before executing this batch stream. 


Ther will need ta mave the aPPlicatian 
mccuPrina the required ID. : 


The VMT utility can be used ta verify the recardina capability af 
magnetic tare. It can also be used to check far Parity errors oan 
a tape cantainings data. 


The POH utility is aetask tno move the heads an an atherwise 
inactive Winchester trre disk. It is believed that this functian - 
will assist in Preventing sealed madule failures in these disks, 
The task is designed to use a minimum of CPU creles and disk 
activity. If mao winchester disks requiring this head mavement 
Function are in the system, the task will terminate. Yau 
activate the task by addins the command POH to the start up batch 
file, ".S$ISBTCH". 


You mar install the updates from the distribution. medias, 
DNPATIH1, or vou may cansalidate the two disks into ane directory 
on another disk. You must restore the Patches aon magnetic tape 
te a directory on a disk. Ta install the updates oaf release 
1.17.9, and to insure the correct installation sequence, enter 
the, following cammand sequence: 


Cl] USE “directorvy>.5SPCL117,.S5¢CMDS 


where <directoryvy> is the directary pathname cantaining the 
~SFPCL117 directory. 7 


C1 INSTALL 


INSTALL WUPOATE 1.17.0 MODULES | 
UPDATE VOLUME/OIRECTORY: <directorv> 
TARGET DISK/VOLUME!: <valume-> 
SYSGEN DATA DISK/VOLUME: <“svsaen> 
SYSTEM NAME: «sstem> 
UTILITY PROGRAM FILE! util files 
IPL FILE NAME: <ipl file> 
COMMAND PROCEDURE DIRECTORY: <emdlib> 
DOCUMENTATION FRINT DEVICE: <iprinter> 


where “directarv> ais the directorv centainina the iy ol Ot Oe a 
directory, tvalume> is the name of the volume ar disk am which ta 
aPPly these updates, “svysgen> is the name af the valume mor disk 


that contains the svrsgen data files, <srstem> is the name of the 
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mPeratina system ta be updated with the new Patches, “util Files 
is the name of the utility file ta be updated with new Patches 
and utilities, «<ipl file> is the name of the system loader file 
to be updated with the new Patches, “emdlib> is the library where 
command Procedures shauld be stared aor modified as a result af 
these updates and “printer? is the device name oaf the printer 
where woo want the documentation printed ar NONE af vou da mat 
want any Printings dane. (Consult the SCI command pracedure, FOS, 
For further expPlanatian.) Synonyms required br the installation 
batch stream will be assigned br the INSTALL cammand. | 


After the batch stream has completed without error, edit the 
system initialization batch stream in .S¢ISBTCH and add the 
command, POH, to Place the preatect disk heads task into execution 
after the next time wou boot vour system. 


il 
| 
al 
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S.2 DNOS OPERATING SYSTEM 1.3.0 PATCHES 


The Patch files described belaw will be automaticallr installed 
in the carrect Jacations if the special update section (.'SP00L117) 
is installed. This is the preferred method as it reduces the 
chance of @rrars.- 


The Patch files for the DONOS 1.3.0 operatina system are 
" KERNEL", " KERNELFE", "SUTILITY" and ",UTILFE"”. Hath the 
KERNEL and UTILITY patches fram this update sheauld be applied. 


Ta aPrly Patches toa the DNOS aperatina svstem, the user must capr 
the kernel, kernelfes, utility, and utilfe Patch files toa the 
Tecation of the linkable Parts directory. In order for the PGs 
command toa work Properly, the patch files are usually Placed in 
the " S$CSlL INK" directory under the Pathnames 
" SsCSLINk. PATCH. KERNEL", " SS$0SLINK.PATCH.KERNELFE", 
" JS$0S5LINK.PATCH.UTILFE" and " S$0SLINK.PATCH.UTILITY". Tea 
Perfarm the Patchina af the srstem use the Fatch Generated Srstem 
(FS) command. Details on this and other SCI cammands can be 
found in the ONOS System Command Intereretec SCL Beference 
Manual. 


If security is in use» be sure to Jog aon with a user ID that is 
in the security managers access araurP, Failure ta doa se caunldd 
result ain same patches not being applied due ta securitr 
Violations. Far mare information an security, refer ta the DONOS 
Sse@cucity Manager’s Guide. 


The value far "S$CMDS" is usually ".S$CMDI5, ,.5$5YS7TEM. S$$CM05" far 
the maJjar commands directory and the history cammands. 


The fallawina instructians may be used ta aprly the EERNEL and 
IITILITY Patches received in this update: | 


ft a an as ss aaa a i a a i a al a a a a a aa a a a pe cat a ce Seine ane ean ee + 
##% PATCH FILE DNOS 1.3.00 KERNEL 1.3.00 LAST UPDATE o8/05/ae# 
I a a a a a a a a i a a a al re i ce a 


INSTRUCTIONS: 
THE USER IS EXPECTED To EXECUTE THIS BATCH STREAM BY 
INVOKING THE "PGS" COMMAND PROCEDURE OR BY LISTING AN XB 
COMMAND. THE LISER SHOULDID COPY THIS FILE TO THE LUCATININ 
MIF THE S#OSLINK DIRECTORY UNDER THE PATHNAME: 
“VOLNAMES. SSOSLINK. PATCH. KERNEL. 
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FRONT END PATCHES: 


THE KERNEL FRONT END FATCHES WILL BE AFFLIED AUTOMATICALLY 
BY THIS BATCH FILE IF THEY HAVE NOT BEEN PREVIOUSLY APPLIED 
ERROR FREE. OTHERWISE, THE FRONT END PATCHES WILL NOT AFFLY 
UNLESS FORCED. IN ORDER TO FORCE THEM TO APPLY, ASSIGN THE 
SYNONYM “EERNELFE” TO THE VALUE OF “FORCE: 

2oYN KERNELFE=FORCE 


NOTE: PATCH 4143 MUST BE THE FIRST FATCH IN THE FATIH FILE # 
RECAWUSE THE REST OF THE FATCH FILE DEPENDS CN IT BEING # 
APPLIED FIRST! # 


WARNING: ### DO NOT APPLY FP3lvy ### 
THIS PATCH WAS SOURCE CORRECTED IN 1.3.0. IF YOu AFFLY 
THE OPTIONAL FATCH 21979 (CONOS 1.2.0 AND 1.2.1 SECURITY 
SYSTEM PATCH) IN 1.3.90, ALL MODIFY FILE NAME =VC 
REQUEST RESULT IN SECURITY VIOLATION -— SVC O1L335 OR 
maVO O1346 ERRORS. SCI COMMANDS, MFN (MODIFY FILE NAME, 
HE (QUIT EDIT) WITH REPLACE=YES, AND Ce (COPY 
| CONCATENATE) ISSUE THIS SVC ERROR ALSO. 
NOTE: P3737 REQUIRES THAT THE USER PERFORM AN "ALGS" AFTER THE 
FIRST APPLICATION OF THIS PATCH. TO GET THE BENEFITS OF 
FATIH 3737, YOU MUST PERFORM ALGGS AND PGS AGAIN. THIS 
Is A SPEED UF FATCH RATHER THAN A FROBLEM FIX. IT [5 
NOT REQUIRED THAT YOU ALGS IMMEDIATELY. 
MP TIONAL FATCHES: 
F4047: THIS IS AN OPTIONAL PATCH TO BE USED WITH 
3270 ICS 1.2 PATCH NUMBER 4079. THE SYNONYM "NBLNK" 
MUST BE SET TO "YE'S" BEFORE DOING THE ALGS AND Fis, 
OR EXECTION VIA XB (EXECUTE BATCH). | 
F4ioz2: THIS IS AN OPTIONAL PATCH. THE SYNUNYM 
"BROPT" MUST BE SET TO "YES" BEFORE DOING 
THE ALGS AND PGS, OR EXECUTION VIA XB | 
(EXECUTE BATCH). THIS PATCH FIXES THE PROBLEM 
MF RUNNING 1200 BAUD WITHOUT BLANE MPTIMIZATION 
ON THE 731 WHICH WILL PAINT THE SCREEN VERY ‘SLUWLY. 
THIS PATCH CAUSES THE CODE TO ALWAYS BE SENT 
THROUGH THE BLANK OPTIMIZATION ROUTINE. 


YOU MUST ASSIGN THE FOLLOWING SYNONYMS BEFORE RUNNING THIS 
BATCH STREAM: 


$T —- VOLUME NAME OF DISk TO BE FATCHED 

TEMP - A FILE UNIGUE TO THE USER, SUCH AS .TEMP@ME 
IF NOT ASSIGNED, .TEMP@ME WILL BE USED 

$L3NAM - NAME OF SYSTEM To BE PATCHED 


a a a a a a a a a a a ee ee ee ee 


Lt 
ay 
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YOU MUST ASSIGN THE FOLLOWING SYNONYMS IF You HAVE MOVED Sct 


LOMMAND PROCEDURES INTO COMMAND DIRECTORIES OTHER THAN THCSeE 

SUPPLIED WITH YOUR SOFTWARE: 

$CMO05 - THE MAJOR COMMAND DIRECTORY ( IES) AND THE HISTORY COMMANDS 
cares oe eneee cmeee cemes cnmes sommes eune comes ances amuse Gunn ane SEED ounce SrDES GENUS cones cance coves GOED cumED memes ments suemD cE Gemee suras Gumus canes cote: memes seem SaneD seems Gowee memes Semen comms seco meee comm mabey woums aoe-e sucess cubes vanm> vomse cones cupes mits souGt samme samme came unt) costs comms wou: oumwe amma cums camee WE eer cores mee + 
——--——-—-—-— + + 

### PATCH FILE ONOS 1.3.00 UTILITY 1.3.00 LAST UPDATE O8/05/a38# 
couse esnes cenme cmsue manne enese SuNED cones SnnE SnEGS cemmy EEPGO coeme uDED eames coees S=t=D cnmse anSES cnunS waES come arene UEnSD eumne SUEES Gomme cunee etmeS ease SDEUE couse SUPE! CunGS GOSD SUEES Coase wecee imate sabe GOMES comsT SEUSS GnEpS Gate (DESY Gane EOI anees seu! cumet Seven “aDtD cogne cEetE Siete Witt: moc: PENI CEEGS moms ones soms mews moet roms seers ime +t 


INSTRUCTIONS: 
THE USER IS EXPECTED TO EXECUTE THIS BATCH STREAM BY 
USING THE "Fis" COMMAND PROCEDURE OR BY USING AN XB 
COMMAND. THE USER SHOWLOO COPY THIS FILE TO THE LOCATION 
MF THE Ss$0sLINK ODOIRECTORY UNDER THE PATHNAME: 
<VOLNAME?. S$CSLINE.PATCH.UTILITY. 


FRONT END PATCHES: 


THE UTILITY FRONT END PATCHES WILL BE APPLIED AUTOMATICALLY 
BY THIS BATCH FILE IF THEY HAVE NOT BEEN PREVIOUSLY APPLIED 
ERROR FREE. OTHERWISE, THE FRONT END PATCHES WILL NOT APPLY 
WNLESS FORCED. IN ORDER TO FORCE THEM TO APPLY, ASSIGN THE 
SYNONYM “UTILFE* TO THE VALUE OF “FORCE: 

2SYN UTILFE=FORCE 


MP TIONAL FATCHES: . 

Payvs4: THIS IS AN GPTIONAL PATCH WHICH SHOULD BE APFLIED ONLY 
IF THE FILE TRANSFER UTILITY I5 USED WITH THE Y31 
EMULATUR RELEASE 1.0 
THE FILE TRANSFER UTILITY TASK ISSUES A READ DEVICE 
STATUS TEST TO VERIFY WHAT VERSION OF EM?vS1 IS RUNNING 
IN THE PC. ONLY EM?31 RELEASE 2.0 OR LATER CAN HANDLE 
THIS TEST. THIS READ DEVICE STATUS TEST SHUULD NOT BE 
SENT TO EM931 1.90. 

Pavia: THIS IS AN OPTIQNAL PATCH To BE USED ONLY WHEN RUNNING 
THE FILE TRANSFER UTILITY WITH THE EMP31 2.1 RELEASE. 
Dna NGT APPLY THIS PATCH IF YoU ARE RUNNING RELEASES 
EARLIER THAN EM?31 2.1. THIS PATCH USES A FEATURE IN 
EM931 2.1 WHEREBY A TIMECUT OF FILE TRANSFERS CIN THE 
PC SIDE CAN BE ADJUSTED. IF THIS PATCH IS ENABLED, 
THEN PATCH 4007 MUST ALSO BE ENABLED. 

F4007: PATCH 3735 SENT DESCRIPTOR INFORMATION IN INCORRECT 


MIRDER. 
THIS FATCH MODIFIES PATCH S935 AND SHOULD BE ENABLED 
MINLY IF PATCH 3735 IS ENABLED. 


it 
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DONG FATCH 1.17.90 RELEASE INFORMATION SFEMIAL INSTRUCT IONS 


YOU MUST ASSIGN THE FOLLOWING SYNONYMS BEFORE RUNNING THIS 
BATCH ‘STREAM: 


$IIT - VOLUME NAME OF DISK To BE FATCHED 
$lSNAM — NAME OF SYSTEM TO BE PATCHED 


YOU MUST ASSIGN THE FOLLOWING SYNONYM IF Yoll HAVE THE SYSTEM 
WTILITY PROGRAM FILE NAMED SOMETHING OTHER THAN .S$UTIL 


S$UTIL - UTILITY FPROGRAM FILE BEING FPATCHED 


YOU MUST ASSIGN THE FOLLOWING SYNONYM IF YOW! HAVE THE IPL FILE 
NAMED SOMETHING OTHER THAN .S$IPL 


S$IFL —- NAME OF IPL FILE BEING PATCHED 

YoL! MUST ASSIGN THE FOLLOWING SYNONYMS IF YOU HAVE MOVED scr 
COMMAND PROCEDURES INTO COMMAND DIRECTORIES OTHER THAN THOSE 
SUPPLIED WITH YOUR SOFTWARE: 


$CM0S - THE MAJOR COMMANDS DIRECTORY(IES) AND THE HISTORY OMMANE! 
CMOLIB -— COMMAND DIRECTORY TO BE MODIFIED BY .PRUC PATCHES 
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DINGS PATCH 1.17.0 RELEASE INFORMATICN SFEMIAL INSTRUCT ION: 


aes ONGS BASIC 4.1.0 PATCHES 


The patch file for the DNOS Basic patches is ".BAZIC41". The 
fallawing instructions can be used for applrina the pPatrhes tna 
DONGS Basic via the Execute Batch (XB) command: 


The value for "SOMOS" is usually ".S$CM05, .53$5YSTEM. 2$$CM05" far 
the majsar cammands directary and the history cammands. 


ce a a a ne se ee ns re ee we a Se ne se se san cs cn ce ne cee ee ce cee cm coe ae en ee ee nee wn ee ces ee nos ee ne ee me ee nae ee aa 
kee PATCH FILE ONOS 1.2.0 BASIC 4.1.0 LAST UPDATE O8/07/25 # 
a ss ge Vain eS ew si Sede cn a ec ae cag dS Sa ce mec a ccs ae es ee as a me Ss aes sce ee Oe es eee a tee + 


INSTRUCTIONS: 


YOU MUST ASSIGN THE FOLLOWING SYNONYM BEFORE RUNNING THIS 
BATCH 2TREAM: 


DS - VOLUME NAME OF THE DISK ON WHICH BASIC IS INSTALLED. 

IT I= BEST TO APPLY PATCHES FROM A USER ID WITH NO USER SYNONYMS. 
YOU MUST ASSIGN THE FOLLOWING SYNONYM IF YOU HAVE MOVED SCI 

COMMAND PROCEDURES INTO COMMAND DIRECTORIES OTHER THAN THOSE 
SUPPLIED WITH YOUR SOFTWARE: 

$CM0S - THE MAJGR COMMANDS OIRECTORY(IES) AND THE HISTORY COMMANDS 


THE FOLLOWING FATCHES ARE OFPTIONALE | 
#32755 


in 
| 
co 
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UNG PATCH 1.17.90 RELEASE INFORMATICN SPEMIAL INSTRUCTIONS 


24 <DNOS COBOL 3.5.0 PATCHES 


The patch file for the DNGS COBOL patches is "“.CBLSS0", The 
following Instructions can be used fur applying the patches ta 
DING COBCL via the Execute Batch (XB) cammarind s 


i ne a a a a a a ee ee ee + 
### PATCH FILE ONS IOIBOL 3.5.0 LAST UFDATE 10/21/55 # 
sas see cc a fm em free maa em aa rg a se i as Spel eae eee Se et a eee was em es Genelec + 
ASSIGN THE FOLLOWING SYNONYMS & # 

TO FATCH THE SYSTEM FILE .S$LANG, ASSIGN THE SYNONYMS : # 
"VIOLELO" - THE VOLUME NAME OF THE DISK THAT CONTAINS # 

THE SYSTEM FILES (.S3¢$LANG)". # 

"VOLEBLOZ" -— THE NAME OF THE DIRECTORY, OR DISK, THAT # 
CONTAINS THE DIRECTORY (.5$5Y5LI8). # 

TO FATCH A USER PROGRAM FILE, ASSIGN THE SYNCUNYMS 5: # 

"OCL BLE" — oun rvs 
"“UNLBLOIe'! - ua avs 

"SUPP" - THE NAME OF THE USER FROGRAM FILE # 

"SUPN" - THE NAME OF THE DNOS USER FROCEDURE # 

"SUPA" —- THE STARTING ADDRESS OF THE RUNTIME FROCEDURE. # 

i cer eee Sse ewe eye Sch Gis Si satel cay makes Seal feast clos ac ac es cel ane ps Saas oes Se sos ci dc oa ea ea na ace es ne es ee ye + 


it 
| 
a) 
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DONG FPATCH 1.17.0 RELEASE INFCORMATICIN SPEMIAQL INSTRUC TICNS 


See DNS COMMON COMMUNICATIONS PARTS 1.3.0 PATCHES 


The Patch files for DNGS COMMON COMMUNICATIONS FARTS patches are 
" ONCMO,. ONFCMON" "  ONCMO. ONPCOMA", " ONCMO. ONPC SWS", 
" ONCMO. ONFPCOMM" , and " DONCMO.LUTLEAT". The falloawing 


instructions may be used te apply the DNOS COMMON COMMLINICATIONS 


FARTS patches, 


##e PATICH FILE ONOS 1.5.0 UNPCMON 1.3.0 LAST UPDATE 10/23/: 


INSTALLATION FATHNAME: .S$CSLINK. ONCMO. OCOMM. FP. ONFCMON 
ARSTRALT: 
THESE ARE THE FATCHES FOR THE COUMMUNICATION COMMUN 
PARTS, CSUPSY, CSUPIN, QUEUES, & THE ISRS, WHICH HAVE A 
TOPY IN EACH PROTOCOL’S DSR OVERLAY. THE PROTOCOL 
DSR PARTIAL LINEMAP AND THE SYSTEM PROGRAM FILE 
ARE CHECKED TO BE SURE THEY ARE AVAILABLE. 
THE ABOVE MENTIGNED LINKEMAP I5 EXPECTED TO RESIUE 
CIN THE TARGET SYSTEM ($0T) ASSIGNED DURING EXECUTION 
MF THE PROC “X5SGU" (EXECUTE SYSTEM GENERATION UTILITY). 
THIS PATCH FILE IS APPLIED USING THE “PGS” PROC (PATCH 
GENERATED SYSTEM). . 
WSE OF THE “POs” PROC IS DESCRIBED IN THE DONO SYSTEM 
IMENERATION REFERENCE MANUAL (PART NUMBER 22703511-7701). 
MPTIONAL PATICHES: 
P4137: IF Yo! ARE RUNNING A BUSINESS SYSTEM 300 
AT 7400 BP'S LEASED LINE, INSTALL THIS PATCH. 
IT ENABLES AUTO-DIAL SUPPORTED ALCBISR To RUN 
AT 400 BPS LEASED LINE MORE EFFICIENTLY. 
THE FOLLOWING SYNONYMS ARE USED BY THIS PATCH STREAM AND ARE 
ASSIGNED BY THE "PGS" PROCESS: 


SIT —- TARGET SYSTEM DISK/VOLUME NAME 
$ZSNAM — SYSTEM NAME OF TARGET DNOS SYSTEM TO BE FATCHED 


$PROT —- COMMUNICATIONS DSR (PROTOCOL) TO BE FATCHED 
$CMDS — ".S$CMDS,.S$S5YSTEM. S$$CMD5" 


KEE SPECIAL PROCESSING ### 
IF THIS FILE IS NOT CURRENTLY ON THE INSTALLATION MEDIA 
MR THIS FILE [3 TO BE USED AS AN UPDATE, COPY THIS FILE 
WSING “CC (COPY/CONCATENATE) REFLACING THE CURRENT FILENAME 
“ S$05L INK. ONCMO. OCOMM. PF. ONFCMON” 


7 % 


i i a Se 
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DONGS PATCH 1.17.0 RELEASE INFORMATICN SPECTAL INSTRUCTIONS 


INSTALLATION PATHNAME: eS$0SLINK. ONCMO, OCCMA.F. DNPCOMA 
ARSTRACT: 
THIS IS THE DLMMY FATIH FILE FOR THE COMMUNICATIONS Dvsr 
CVERLAY DSROOMA. THIS OVERLAY [5 COMPOSED ENTIRELY OF 
COMMON DSR PIECES AND IS FATCHED BY THE DONFCMON FATCH 
FILE. . THE COMA FARTIAL LINEMAP, UMAPCOMA, ANDI THE SYSTEM 
FROGRAM FILE ARE CHECKED To BE SURE THEY ARE AVAILABLE. 


THE ABCIVE MENTICNED LINEMAP IS EXPECTED TO RESIDE 

MIN THE TARGET SYSTEM ($0T) ASSIGNED DURING EXECUTION 
IF THE FRO “XSGU" (EXECUTE SYSTEM GENERATION UTILITY). 
THIS FATCH FILE [5 APPLIED USING THE “PGS” PROC CPATCH 
IENERATED sY=TEM). 

WE OF THE “FGs" PROC IS DESCRIBED IN THE DONOS SYSTEM 
GENERATION REFERENCE MANUAL (PART NUMBER 2270311-97701). 


THE FOLLOWING SYNONYMS ARE WEED BY THIS PATCH STREAM AND ARE 
ASSIGNED BY THE "PGS" PROCESS: 
$iT - TARGET SYSTEM DISK/VOQLUME NAME 
$CSNAM — SYSTEM NAME OF TARGET DUNOS SYSTEM TO BE FPATCHED 
$CM0S - ",S$CM0S,.5$5YS TEM. s$$CM0S" 


HEE SFECIAL PROCESSING ### 
IF THIS FILE IS NOT CURRENTLY ON THE INSTALLATION MEDIA 
CIR THIS FILE IS TO BE LISED AS AN UPDATE, COPY THIS FILE 
WSING “CO (COPY/CONCATENATE) REPLACING THE CURRENT FILENAME 
“, S$05L INK. ONCMO. DCOMA. FP. DNFCOMA” . 


woe OK OK 


### PATCH FILE DONOS 1.3.90 DNPCSWS 1.3.0 LAST UPDATE o2/08/35 # 


INSTALLATION PATHNAME: .S5$05LINK. ONCMO, DCOMM.P. ONPCSWS 
ARBRZTRACT: 
THESE ARE THE FATCHES FOR THE COMMUNICATION SOFTWARE 
LEVEL SCHEDULER. 
THE SOFTWARE LEVEL SCHEDULER PARTIAL LINKEMAP 
C(IZMAPCSWS) AND THE SYSTEM PROGRAM FILE 
ARE CHECKED TO BE SURE THEY ARE AVAILABLE. 
THE ABOVE MENTIONED LINKMAPS ARE EXPECTED 
TO RESIDE ON THE *.S$5GU$.5YSNAME" DIRECTORY ASSIGNED 
DURING EXECUTION OF THE PROC “XSGU" (EXECUTE sYSTEM 
GENERATION UTILITY). : | 
THIS FATCH FILE I5 APPLIED BY USING THE “FPGOS" PROC (PATCH 
IENERATED SYSTEM). 
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DONG FATCH 1.17.0 RELEASE INFORMATICN SPECIAL INSTRUCTION: 


USE OF THE “PGs” PROC IS DESCRIBED IN THE DNOS SYSTEM 
GENERATION REFERENCE MANUAL (PART NUMBER 2270311-9701). 


THE FOLLOWING SYNONYMS ARE LUSED BY THIS FATCH STREAM AND ARE 
ASSIGNED BY THE "PGS" PROCESS: 
$T ~ TARGET SYSTEM DISK/VOLUME NAME 
$i SNAM - SYSTEM NAME OF TARGET ONG SYSTEM To BE PATCHED 
$lIM0S - "“JS$CM0is, .S$sYSTEM. S$$CM05" 


KEE SPECIAL FPROGCESS ING HHH % 
IF THIS FILE [5 NOT CURRENTLY ON THE INSTALLATION MEDIA # 

MR THIS FILE [15 TO BE USED AS AN UPDATE, COPY THIS FILE * 
USING “Coe CCOPY/CONCATENATE) REPLACING THE CURRENT FILENAME # 

“, S$05L INE. ONCMO. OCOMM.P.ONPCSWS ” # 

ca a i i ee tn i ce re ee ee ce ee ee can ce ae me ce ne ce cee ee ce ce ee ces ce ee cee me ce ee ee ee + 
came eeeve ween came wens eeee muy ceeme cocwe coves coume cums GONE GINUS GUT GHGS GEEEP GEEED comED GutES CoE “OUED Gune OSES GrUnD SUMS GUESS LEDGE COIS? MemmD GEUD Gunns CONS GUURG GIUTD GOED SURED COMED GELED GHUGP COREE Gumto SIESS GOUGS come SOunS GUE SOOES COD GENUS <rmnD GORD COUN CONES cee GOERS GETS SEGUD crane <OEED GESED comes SIGS GEES G@IS® coms mest cous + 
##e# PATCH FILE ONOS 1.3.0 UNPPCOMM 1.:3.0 LAST UPDATE O2/058/85 # 
a em cs ee ee cs cr canes ae cee ce sae cee cs see cen cee cee une eet ee me mane mune cots ne ee cues ene seem Su suns me cam SUED cD site cee em ce cD GaP se ene CODD SD em St GUD SND SA cD GND En SD cn SO ess em cee ene se ne cous Sere ee ee 


INSTALLATICIN PATHNAME: .S$0SLINK.UNCMO. DCOMM.P.DNPPCOMM 


ABSTRACT: THIS FATCH FILE PATCHES THE COMMON COMMUNICATIONS 
UTILITIES GENERATION PROCEDURES BEFORE THE INSTALLATION 
PROCESS (IUT) BEGINS. 
THE COMMAND LIBRARY THAT IS PATCHED RESIDES ON THE DONOS 
LINKABLE FARTS UOIRECTORY UNDER THE PATHNAME, 
.o$0SLINK.ONCMO.S$CCMDS. $SCVN REPRESENTS THIS ODIRECTURY. 
THIS FATCH FILE IS APPLIED USING THE "IUC" PROC, WHIICH 
IS INVOKED DURING THE INITIAL PHASE OF THE DNOS COMM 
UTILITIES INSTALLATION. 
a a a i a Na I I a a ee inal as s ees a 
HHH SPECIAL PROCESSING ### * 
IF THIS FILE [5 NOT CURRENTLY ON THE INSTALLATION MEDIA # 
MR THIS FILE IS TO BE USED AS AN UPDATE, COPY THIS FILE # 
WSING “CO” (COPY/CONCATENATE) REPLACING THE CURRENT FILENAME # 
“, S$05L INK. ONCMO. DCOMM.P. DNPPCOMM” # 
ee ee ee a ce SN ee ye Nyy Ay ee NN Ree Ny eS EA A ee Pe Pee er pres eye ee a eee + 
cc ca a a cae a ac Saas a a a ca ce a a a a a rae a eas ereen +. 
### PATCH FILE UNOS 1.3.0 WTLPAT 1.:5.0 LAST WRPOATE 10/10/3354 
se io ae a ems ae Se eins Ss sie ee ee ss a a ae i ee ae eae ee ears ee ee ene ees + 


INSTALLATION PATHNAME: .S$0SLINK.ONCMO. DUTIL.P.UTLFAT 
ABSTRACT 
THESE ARE THE PATCHES FOR THE DNOS DOWNLOAD 
WTILITIES. THE WTILITIES ARE INSTALLED USING THE 
“IUT" FROG ONTO THE .SSCOMM.S$C0MMON PROGRAM FILE. 
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QING PATCH 1.17.0 RELEASE INFORMATICN SPECIAL INSTRUCTIONS 


THE FATCHES ARE APPLIED USING THE “PUT” FROG AFTER 
THE LITILITIES HAVE BEEN INSTALLED. THESE PROCS ARE 
FULLY DESCRIBED IN EACH COMMUNICATIONS PACKAGE OBJECT 
INSTALLATION GUIDE. 


THE FOLLOWING SYNONYMS ARE USED BY THIS FATCH STREAM AND ARE 
ASSIGNED BY THE "PUT" PROCESS: 

$OM0OS - "J S$CMD5, ,s$SYSTEM. S$$CM05" 

$$05C¢$ - TARGET OLSK CONTAINING .'S$COMM. ‘Sd COMMON 


HHH SPECIAL PROCESSING  ##+# 
IF THIS FILE IS NOT CURRENTLY ON THE INSTALLATION MEDIA 
MR THIS FILE IS TO BE USED AS AN UPDATE, COPY THIS FILE 
WING “CO" C(COPY/CONCATENATE) REPLACING THE CURRENT FILENAME 
“, S$0SLINE. ONCMO. GSUTIL.P.UTLPAT~ 
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DNGS FATCH 1.17.0 RELEASE INFORMATION SPECTAL INSTRUCTION: 


=. DONOS 3790/2730 EMULATOR 1.2.0 PATCHES 
ime Patch files for DING: 70/2720 
~UONS7 8012. 0NFP3720", "  ONS732012. ONFPFS37:! 


"ONS 72012. 0NTRS780", The following ainstructin 
DONGS 3730/2750 Emulator patch application. 


KH#e PATCH FILE ONOS 1.3.0 DSR 3730 1.2.0 LAST 


ABSTRACT = 


Patithes are 
sO", and 
ns are for: the 


WFOATE O4/14/35% 


ap a i a a eta et eae a 
INSTALLATION FATHNAME: .S$05LINK. ONCMO. 03730. F. DNP: 


3730 


THESE ARE THE FATICHES FOR THE 3730/2750 DSR FARTS IN 

DSR2730, ANOTHER PATCH FILE PATCHES COMMON PARTS IN THE 

SAME CVERLAY. THE 3720 PARTIAL LINEMAP., DUMAFS730, AND THE 
SYSTEM PROGRAM FILE ARE CHECKED TO BE SURE THEY ARE AVAILABLE. 
THE LINEMAP IS EXPECTED TO RESIDE ON THE TARGET =Y=iTEM 


($07) ASSIGNED WHEN EXECUTING THE PROC “Xs” 
ISENERATION UTILITY). 


THIS PATCH FILE IS APPLIED USING THE PROC “PGS” 


GENERATED SYSTEM). 


(EXECUTE SYSTEM 


(PATCH 


WISE OF THE “PGS” PROC IS DESCRIBED IN THE DNOS SYSTEM 


GENERATION REFERENCE MANUAL (PART NUMBER 22705 
MPTICNAL FATCHES: 


11-7701). 


F4io05 COUNT "EN@", “NAK" SENT IN RESPONSE TO A "WACK", "TTL" 
AND CHECK THE COUNT TO SEE IF THRESHOLOS ARE EXCEEDED. 
THE FOLLOWING SYNONYMS ARE USED BY THIS FATCH STREAM AND ARE 


So TGNEO BY THE "PGS" PROCESS: 
$iT TARGET SYSTEM DISK/VOLUME NAME 
$C2NAM - SYSTEM NAME OF TARGET DNOS SYSTEM TO 


BE FATCHED 


$FPROT — COMMLINICAT IONS DSR (FROTOCOL) TO BE FATCHED 


$CMDS —- ", S$CMDS,.S$SYSTEM. S$$CMD5" 


INSTALLATION PATHNAME: DNCOMOBWI. PATCH. ONT 3750 
ABSTRACT: 


THESE ARE THE PATCHES FOR THE 3730/2780 EMULATOR TASK. THE 
TASK LINKMAP(S) (TASKS720/TASK2720) AND THE COMM PROGRAM 
FILE (.5$C0MMDN) ARE CHECKED TO BE SURE THEY ARE AVAILABLE. 


THE LINEMAF(S) ARE ASSUMED TO RESIDE ON THE LI: 


DESCRIBED WHEN BUILDING THE TASK (5) USING THE 


Texas Instruments ——-14 


TING DIRECTORY 
PROC “BET* 


BRO2408-79701 #T 


Me eK a Ke ke Ok ok ok Oe ok 


DINGS PATICH 1.17.0 RELEASE INFORMATICN SPECIAL INSTRUCTIONS 


(BUILO EMULATOR TASES). 
THE COMM PROGRAM FILE IS ASSUMED To BE ON DS01 IF THE 
SYNONYM $#0h5C0$ IS NOT ASSIGNED. | 
THIS PATCH FILE IS AFFLIED AT TASK INSTALLATION OR BY 
WSING THE “PT3780° PROC (PATCH 3780/2720 COMMUNICATIONS 
TASES) LOCATED CIN THE EMULATOR OBJECT INSTALLATICN DISk, 
CONCOMCEL, 
WE OF THE “FTs780° FRO IS DESCRIBED IN THE “DONOS 3780/2780 
EMULATOR OBJECT INSTALLATICN DOCUMENT” (PART NUMBER 2270845—- 
Y701). 
CPTICNAL FATICHESS: 
Fii47 EMULATOR IGNORES RECEIVED LF. NL AND FF 
Fi241 IDLE LINE ERROR MESSAGE SEEN 3730 
Fiz42 FDLE LINE ERROR MESSAGE SEEN 2780 
Fizs2 UPDATE GERMANY/ALISTRIAQ TRANSLATION TABLE 
Fizté UPDATE UNITED FINGDOM TRANSLATION TABLE 
F172 DECREASE CONNECT TIME WHEN USING IPC 
Fi=77 TREAT RVI AS AN ERROR 2780 
FiS73 TREAT RVI AS AN ERROR 37830 
F1740 RECOGNIZE THE RE CHARACTER 
THE FOLLOWING SYNONYMS ARE USED BY THIS PATCH STREAM AND ARE 
ASSIGNED BY THE INSTALLATION PROCEDURE OR THE "PT2780" FROCESSS: 
$$05C$ -—- THE COMM PROGRAM FILE DISK NAME 
$TMO0S —- ",S$CMD05,.5¢S5Y5TEM. 3$$CM05" 
MMOLIB THE COMMAND DIRECTORY TO BE MODIFIED BY .PROC PATCHES 
$0378 - THE SYNONYM SET IF 37850 TASK IS Tu BE FATICCHED 
$227 —-—- THE SYNONYM.SET IF 2730 TASK IS TO BE PATCHED 
$TLET - THE DIRECTORY NAME WHERE THE LINE MAFS RESIDE 
$PROT -—- THE SYNONYM SET FOR WHICH EMULATOR IS TO BE PATCHED 


Me OK ke ok ok ke kk dk Ok ak ke ea eK Xe ak ek 


coon sane exmna coe srone see mess cans sous oust Saou "ase coon cam come ‘west su emmy cance com <iver coven comes tonne sume cans seuss coven cms canes <n SOS CD Games eames cance ims SOS use ounns SrtG Sone SAD SERA Sou simse SANDY SnmD GENE som” See sity cathy nt ENED ae Sn SemD SERED GND cut seems Sen en cee seins meee me + 
aa a a a a a as a a nS elms ame cane see cases cen Nem cena ay a Cae ace a cle eke cages cae nc alge en ene Comes fae ees es ee ome + 
##% FATCH FILE DNOS 1.3.0 DNPPS7S0 1.2.0 LAST UPDATE 03/04/25 
a a ah a ea a aga aa a a a i a a a le gna gia ls Sd 3 
INSTALLATION FATHNAMES DONCOMOBI. DNCMC. 03780. F. DNFFR7S&0 
ABSTRACT: THIS PATCH FILE PATCHES THE 3780 BUILD (O5R AND TASK) 
PROCEDURES BEFORE EITHER BUILD PROCESS BEGINS. 
THE DISK PATCHED IS THE OBJECT INSTALLATION DISK. 
$CVN REPRESENTS THE DISK TO BE PATCHED. | 
THIS PATCH FILE IS LOCATED ON THE DINGS 3780/2720 
EMULATOR OBJECT DISK/DIRECTORY: 
DNCOMOE. DNCMC. D2780. F. DNFP R720 
THIS PATCH FILE IS APPLIED USING THE "Iec" PROC, WHICH 
IS INVOKED DURING THE INITIAL PHASE OF A UNOS 2780/2780 
TASK BUILD. 
Be ic lak ia Sa a ae Sct a ac a ee ta + 
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DINGS FATCH 1.17.0 RELEASE INFORMATICN SPECIAL INSTRUCT DONS 


—.7 DNGS DNCS 1.35.0 FATCHES 


The Patch Files far: DINID = 1.2.9 are "ONDE. ONPOMNES", 


"J ONCS13. ONPLAP", ". ONGS1 3. 0NFSOLC", "J ONCS1LS.FPAT?Y14", 
"J DNCS1is.PATEML", " ONCS1S.FATGEN", ",ONCS13.FPATNUC", 
"J ONOS13.PATRET"; "J DUNGS 13. PUPS", "J ONCSiS.PURFT", and 


"J DNCS13.PATBLU". 


Refare applying these Patches, ensure that the synoanvm DCFWO is 


assigned to the ONGS Nucleus sbhject director. In addition, 
depending an vaur cantfisgurations, ensure that the falloawing 


Syrnanvms are assigned: 


DTEMO---ONCS SNA Emulator object directory 

DORE TO--DNCS X.25 RET object directory 

Devi 40--ONGS Y14A Terminal Support abject diretory 
DWCBLIUI-—--ONC'S SNA Batch object directory 


The following instructions alangs with the abave nated synonym 
assignments shauld be used to apply the Patches: . 


en i ie Sa ch a se A a i i ers et _ 
### PATCH FILE DNCS 1.:3.90 DNPCMNS 1.3.90 LAST UPDATE 10/27/54% 
rn nr nr nr nr nnn nee Soe Se ee ce eee mene sen cree seem cme etn seem re were see come cere cere cote ens Lenin seme Se com ee cere samme eine een mere cane mene come sues of 


INSTRUCT IONS 

THE USER IS EXPECTED TO EXECUTE THIS BATCH STREAM BY INVOKING 

THE “PGS° COMMAND PROCEDURE LOCATED ON THE DONOS COMMAND LIBRARY 
-SSCM0OS. THIS PATCH BATCH STREAM MUST BRE COPIED TO THE FATHNAME 
@$UT. S$O0S5LINK. ONCMO.OCMNS.F.ONPCMNS BEFORE INVOKING THE “Fitss” 
IOMMAND. USE OF THE “PGsS" COMMAND Is DESCRIBED IN THE DONOS SYSTEM 
GENERATION REFERENCE MANUAL (PART NUMBER 2270311-7701). 


THE FOLLOWING SYNONYMS ARE ASSIGNED AUTOMATICALLY BY “PGS<: 


$LM05 - THE MAJOR COMMANDS DOTRECTORY AND THE HISTURY COMMAND 
IMOLIE - THE COMMANDS DIRECTORY TO BE MODIFIED BY .FROC FATCHES 
$T — TARGET SYSTEM UISkK/VOLUME 


MORE INFORMATION ABOUT THIS PATCH FILE FOULLOWS: 
THIS IS THE PATCH FILE FOR THE COMMUNICATIONS DSR OVERLAY 
DSROMNS. THIS OVERLAY [5 COMPOSED OF BOTH COMMON DSR FARTS 
WHITH ARE PATCHED BY THE DNPCMON PATCH FILE AND MNS FARTS 
WHITH ARE FATCHED BY THIS PATH STREAM. THE CMNS PARTIAL 
LINEMAF, DMAPICMNS, AND THE SYSTEM PROGRAM FILE ARE CHECKED 
TO BE SURE THEY ARE AVAILABLE. | 
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DONG FATCH 1.17.0 RELEASE INFORMATION SPECIAL INSTRUCT IONS 


HH PATICH FILE ONGS 1.3.0 DNFLAF 1.2.0 LAST UPDATE 0O7/11/246% 


x 


INSTRUCT IONS 

THE USER IS EXPECTED TO EXECUTE THIS BATCH STREAM BY INVOKING 

THE “FGS” COMMAND PROCEDURE LOCATED ON THE DNOS COMMAND LIBRARY 
22S3CM05. THIS PATCH BATCH STREAM MUST BE COPIED TO THE PATHNAME 
@$OT. S$C03LINE.DNCMO. OLAP.F.ONPLAF BEFORE INVOKING THE “Fiss” 
IOIMMAND. WS OF THE “PGS" COMMAND IS DESCRIBED IN THE DONOS SYSTEM 
IBENERATION REFERENCE MANUAL (PART NUMBER 2270311-701). 


THE FOLLOWING SYNONYMS ARE ASSIGNED AUTOMATICALLY BY “FG5": 


$IM0 - THE MAJOR COMMANDS DIRECTORY AND THE HISTORY COMMANDS 
MMOLIE -— THE COMMANDS OTRECTORY TO BE MODIFIED BY .FROCM PATICHES 
$T — TARGET SYSTEM OTSE/VOLUME 


MORE INFORMATICN ABDLUT THIS PATCH FILE FULLUWS: 
THIS IS THE PATCH FILE FOR THE COMMUNICATIUNS DSR OVERLAY 
DSRLAP. THIS OVERLAY IS COMPOSED CF BOTH COMMON DSR FARTS 
WHITH ARE PATCHED BY THE DNPCMON PATCH FILE AND LAP PARTS 
WHICH ARE PATCHED BY THIS FATCH STREAM. THE LAF FARTIAL 
LINEMAP, DOMAPLAF, AND THE SYSTEM PROGRAM FILE ARE CHECKED 
TO BE SURE THEY ARE AVAILABLE. 


i i i a i i i i i i i i i i i i ee eS 


wa te A sw yen ca ces i oes a cd ces ai se ie sms es nn ses Seen sn |e ets e-news uns ewe ey eee ee ss ee SS es as + 
meme eens sane: cnene crave sumer eevee aueus sonar sits cover auneu Sane comms ‘mens GIuGn cncet cums “nau: cote: susan sims SGn=S comm Stent GIES conan witte hunt coum Sinhe combs Suess cones cuset GImS Gimmn Sina GOGO coens cEnGS “OGSD GOURD smut GhOD SEUSS couse Goec> =ube cue cove comes comme munce come comm comps crams soem cme cmmue coewe cones umm eee Sous ees soe + 
eee PATCH FILE DNCS 1.3.0 DNPSDLC 1.3.0 LAST UPDATE 06/04/37 

a a a a ss a ee ee ee ee + 
INSTRUCT IONS # 
THE USER IS EXPECTED To EXECUTE THIS BATCH STREAM BY INVOKING # 
THE “PGS" COMMAND PROCEDURE LOCATED ON THE DINOS COMMAND LIBRARY +# 
JS$CMDS. THIS FATCH BATCH STREAM MUST BE COPIED To THE FATHNAME + 
@$0T. S$OSLINK.DNCMO.DSDLC.P.ONPSDLC BEFORE INVOKING THE “PGS“ # 
COMMAND. USE OF THE “PGS” COMMAND IS DESCRIBED IN THE DINOS SYSTEM # 
GENERATION REFERENCE MANUAL (PART NUMBER 2270511-9701). # 

5 

THE FOLLOWING SYNCINYMS ARE ASSIGNED ALITOMATICALLY BY “PGS": # 

% 

$OMDS —- THE MAJOR COMMANDS DIRECTORY AND THE HISTORY COMMANDS = # 
CMOLIE - THE COMMANDS DIRECTORY TO BE MODIFIED BY .PROCG PATCHES + 
$0T - TARGET SYSTEM DISK/VOLUME # 

& 

MORE INFORMATION ABCUT THIS PATCH FILE FOLLOWS: # 
THIS IS THE PATCH FILE FOR THE COMMUNICATIONS DSR OVERLAY 
[SRSOLC. THIS OVERLAY IS COMPOSED OF BOTH COMMON [SR FARTS = * 

WHICH ARE PATCHED BY THE DNPCMON FATCH FILE AND SDLC PARTS  # 

WHICH ARE PATCHED BY THIS PATCH STREAM. THE SOLC FARTIAL # 
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DONGS PATCH 1.17.0 RELEASE INFORMAT LCN SPECTAL INSTRUCTIONS 
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INSTRUCT IONS: 

THE USER IS EXPECTED TO EXECUTE THIS BATCH STREAM BY INVOKING 
THE “FIDC” COMMAND PROCEDURE LOCATED ON THE DNCS NUCLEI 

MRJIECT INSTALLATION O©SE, OCFWO. THE “FID” COMMAND FILE [5 
ACCESSED BY ENTERING USE DCFWO.RELEASE. PROC, .S$CM05. THIS FATCH 
RATICH STREAM MUST BE CORIED TO THE FATHNAME DCFWO.PATICH.PAT?14 
REFORE INVOKING THE “FID0C” COMMAND. USE OF THE “FIO” COMMAND 
IS DESCRIBED IN THE “DNCS NUCLEUS OBJECT INSTALLATION GUIDE™, 
PART NO. 2302464460-7701. 


MORE INFORMATION CONCERNING THIS PATCH FILE FULLOWS: 
LOCATION © @S$DND.FPATCH.PAT?14 

LISTING «© @CUSTOM.LIST.PAT?14 

PURPOSE = APPLY UNCS 914A PATCHES 

MALLED BY: @$0ND.RELEASE. BAT.FPIDC 


THE FOLLOWING SYNONYMS ARE ASSIGNED AUTOMATICALLY BY “PIDC": 


$0ND - DNCS NUCLEUS DIRECTORY | 

$0MO0 - DNCGS SNA EMULATOR DIRECTORY 

$070 - DONCS 714A DIRECTORY 

$0RO - DNCS RFT/X25 DIRECTORY 

$0s0 - DNCS GENERATION DOIRECTORY 

$ILLIN — CONFIGURATION NAME 

CUSTOM -— ONCS CUSTOM DIRECTORY,  @$DG0. S$DGU$. @$CON 

IMOLIB CONCS COMMAND DIRECTORY, @$0G0.5$06U$. @$CON. OSCMDS 
$IM0S - COMMAND FILE FOR “BUD” AND “ELD? 


THE DONCS PROGRAM FILES FOR PATCHING FURPOSES ARE: 
@CUSTOM,. S$0NCS.PGMTASK---ONCS TASES (NON-MEMORY RESIDENT) 
@lUSTOM. S$#UTIL----DNCS MEMORY RESIDENT TASES AND PROCEDURES 


Y14A TASK PATCHING IS CONFIGURATION DEPENDENT. “FIDC* ASSIGNS 
THE VALUE “YES" TO THE FOLLOWING SYNONYMS TO INDICATE WHETHER THE 


MORRESPONDING TASKS ARE IN=TALLED: 


TV14 -LOAD?14A,LLC 
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LINEMAP, DMAPSDOLC, AND THE SYSTEM FPROGRAM FILE ARE CHECKED # 

TO BE SURE THEY ARE AVAILABLE. % 

ovens cose cmmee meme couse cease qiene aeems conte cece comes cea cuvms cumbe eres aembe Oppas comes nen creas nouns coms ques —nwte wanes SNNED muons conny entms =ummm anes cunts chews cosas anee® GOES moume GhemS cous Sumas comms comm emene cuncu SpubS Smnae <u GUSTS cones SpmtS GED comet GENES cunts Given cover <EMmED couse SMD GueS SSudD Sem Goums we cruise cee ene mom + 
eran cwome tenes eee manne canes cone scene cones sone seems mute cogs come Gren Somme <OnmD “mney cup <unee cum conse monen Sune comes cases conus ches samme soem seems coum CIGD mies <EmUD GcuSS cones scou canuy comms SERGE SuDED GOED cunts SOEES cites <OoGD <OuDS ouEEE SISST anecs SOmES SOU GENE SutES CET ccSee nate sue SENG sDamD SUamE ouine Gu GIES eames ete oom + 
eee PATCH FILE UNOS 1.5.0 DNCS 214A 1.2.0 LAST UPDATE 10/20/54 
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DNGS FATIH 1.17.0 RELEASE INFORMATION SPECIAL INSTRUCT IONS 


##e PATCH FILE ODNGS 1.3.90 DNCS SNA/EMU 1.53.0 LAST UPDATE O8/17/a5 


INSTRUCTIONS: 

THE WSER IS EXPECTED TO EXECUTE THIS BATCH STREAM BY INVOKING 
THE “PIOC" COMMAND FROCEDURE LOCATED ON THE DNGS NUCLEUS 

MRIJECT INSTALLATION OSE, OCFWO. THE “FIDC” COMMAND FILE I5 
ALCESSED BY ENTERING .USE OCFWO.RELEASE.PROC, .S¢CM05. THIS PATCH 
BATICH STREAM MUST BE COPIED TO THE FPATHNAME DCFWO. PATCH. FPATEMLI 
REFORE INVOKING THE “FIOC?’ COMMAND. USE OF THE “FIO” COMMAND 
IS DESCRIBED IN THE “DONGS NUCLEUS OBJECT INSTALLATION GUIDE-, 
FART NO. 2302440-9701., 


MORE INFORMATION CONCERNING THIS PATCH FILE FOLLOWS: 
LOCATICN +: @$0ND0. PATCH. FPATEMU 

LISTING ¢ @CUSTOM.LIST.PATEMU 

PURPOSE = APPLY DNCS SNA EMULATOR FATCHES 

MALLED BY: @$0N0. RELEASE. BAT. PIO 


THE FOLLOWING SYNONYMS ARE ASSIGNED AUTOMATICALLY BY “PID: 


$0N0 - DNCS NUCLEUS DIRECTORY 

$0iIMD - DNCS SNA EMULATOR DIRECTORY 

$070 - DNGS Y14A DIRECTORY 

$DiRD - DNCS RFT/X25 DIRECTORY 

$050 - DNCS GENERATION DIRECTURY 

$ICOIN - CONFIGURATION NAME 

TUSTOM — DNCS CUSTOM DIRECTORY,  @$060. 5$06U$. @$CIN 

CMOLIE DONCS COMMAND DIRECTORY, @$0G0.5$DGU$.@$C0ON. DS CMDS 
$CM05 —- COMMAND FILE FOR “BUD” AND “EUD” 


THE DONCS PROGRAM FILES FOR PATCHING PURPOSES ARES: 
@CUSTOM. S$0NC5.PGMTASK---ONCS TASKS (NON-MEMORY RESIDENT) 
@lUSTOM,. S$UTIL----DNCS MEMORY RESIDENT TASES AND PROCEDURES 


THE FOLLOWING SYNONYM MUST BE USED TO DEFINE THE OIRECTURY WHI'CH 
CONTAINS THE CUSTOM LINKEMAPS. THE DEFALILT VALUE FOR THIS SYNUNYM 
Is @CUSTOM. HOWEVER, FOR [5&5 INTERNAL USE, THE SYNONYM CAN BE 
MOOIFIED To POINT TO ANOTHER DIRECTORY AS REGUTRED. 

$ITIIS - DNCS CUSTOM DIRECTORY (LINKMAFS CNLY) 


SNA/EMU TASK PATCHING IS CONFIGURATION DEPENDENT. “FID” ASSIGNS 


THE VALUE “YES" TO THE FOLLOWING SYNONYMS TO INDICATE WHETHER THE 


MORRESPONDING TASKS/PROCS ARE INSTALLED: 


EMU -EMS237,EM3273, EMS254, EMER, EMPROC 
Fst —-PSCOUEF, EMP, OSTART. PSTART 


OFT ICINAL PATCHES: 


+ 
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ONG FATCH 1.17.0 RELEASE INFORMATION SPECTAL INSTRUCT ICN: 


TO INSTALL OPTIONAL PATCHES, ASSIGN SEPARATE SYNONYMS FOR EACH + 
DESIRED PATCH. UNIQUE SYNONYMS OF THE FORM #PXXXX, WHERE Xxxx + 
I= THE PATCH NUMBER, CONTROL OFTICONAL FATEH INSTALLATION ANID MUST # 
HAVE THE VALUE “YES”. FOR EXAMPLE, TO INSTALL P3818, ASSIGN VALUE * 
YES TO THE SYNONYM $FS215, ENSURE THAT LAST FATCH NUMBER IN THE # 
EWI MOMMAND CONTAINS THE HIGHEST FATCH NUMBER APPLIED. # 

+ 

A LIST OF OPTICNAL FATCHES IN THIS PATCH FILE FOLLOWS: + 
Pissils -- ‘sWEDISH CHARACTER FPATCH FOR INTERNATIONAL CHARACTER + 
TRANSLATION TABLE MODIFICATICN. + 

F401 —-- EMERISR FATCH TO SUPPRESS CONVERSION OF GRAFHIC CHARACTERS # 
TO BLANES. # 

F4iic —-- TIME-OUT FATEH To AUTOMATICALLY TERMINATE VOT2 SESSIONS # 
WHITH ARE NOT USED FOR 135 MINUTES. # 

tans areas neve cupas Sound oune SRS aeGtd cmnED “GES moce GETS Drees “ESSE GUNES anIUE EEGE SEDGE GENES GOED SOGEE GiunY SESED GOOSP GOEDG GUNES GEEDS GEES SSDDS GUEED GROSS GUGHD scum GEDSE SiS GFED GOUED SINGD GOSS GUETS “nome C=INS “ODES ainnS Gina GUDES GDS GUUS netns SINGS GHEE GUESS GOOD Gouiy civaD aims enews combs GED mete mes mmes tims SnDGS amen Meier somes mune ooo 
a es a as ee a a a ae ee ne sc a ne ae ee me ne ene ee re ee ca cae ee nee na cae cme care ee cee ee ee ee nee re a ne ne ce ar ee ee ee ee ne a ree ee ee ee ee ae ee + 
HHH PATCH FILE [NGS 1.3.0 DNCS GEN 1.2.0 LAST UFDATE O7/07/537# 
seston beeaiansiaeetantntoetieetanstaeteentantentaetestenaientententantentantantentententantentantentententeententemtantententententantentantantant -- 


INSTRUCTIONS: 

THE USER I's EXPECTED TO EXECUTE THIS BATCH STREAM BY INVOKING 
THE “FOGU" COMMAND PROCEDURE LOCATED ON THE DNCS NUCLEUS 

MRJELCT INSTALLATION OTSK, DCFWO. THE “POGU” COMMAND FILE I5 
ALCESSED BY ENTERING .USE DCFWO.RELEASE. PROC, .S$CMDS. THIS FATCH 
RATICH STREAM MUST BE COPIED TO THE PATHNAME DCFWO. PATCH. PATIGEN 
BEFORE INVOKING THE “FPOGU? COMMAND. USE OF THE “POGU” COMMAND 
Is DESCRIBED IN THE “ONCS NUCLEUS OBJECT INSTALLATION GUIDE”, 
PART NO. 2302464640-7701. 


MORE INFORMATION CONCERNING THIS PATCH FILE FOLLOWS: 
LUCATIUN § @$O0N0. PATCH. PATGEN 

LISTING © @$DND.PATCH.LSTGEN 

FURPOSE = APPLY DUNCSGEN UTILITY PATCHES 

MALLED BY! POG SCI PROC 


THE FOLLOWING SYNONYMS ARE ASSIGNED AUTOMATICALLY BY “FDINGLI": 


$0N0 = DNCS NUCLEUS DOTRECTORY 
$00V = DNOS SYSTEM VOLUME 


THE UNCSGEN PROGRAM FILE I5 AT @$U0N0. S5$000GEN. PROG 


i i i a i i i i i i i i, i i i i i i a 


MF TIONAL PATCHES: ¥ 
TM INSTALL OPTIONAL FATCHES, ASSIGN SEPARATE SYNONYMS FOR EACH 
DESTRED FATCH. UNIGUE SYNONYMS OF THE FORM $PXXXX, WHERE xXxXxx 
IS THE FATCH NUMBER, CONTROL OF TICNAL FATCH INSTALLATION AND MUST 
HAVE THE VALUE “YES°. FOR EXAMPLE, To INSTALL F405, ASSIGN VALUE 
YES To THE SYNONYM $F4035. ENSURE THAT LAST FATCH NUMBER IN THE 


oak ok ook 
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DONG FATCH 1.17.0 RELEASE INFORMATION SPECIAL INSTRUCTIONS 


EWI COMMAND CONTAINS THE HIGHEST PATCH NUMBER AFPLIEL. 
A LIST OF OPTICNAL PATCHES IN THIS FATCH FILE FOLLOWS: 


P4035 -- PATCH FOR X2Z5IF USED WITH DONIC 2.1 
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### PATCH FILE DNOS 1.3.0 DNCS NUCLEUS 1.3.0 LAST UPDATE 10/17/87# 


INSTRUCT IONS: 

THE USER IS EXPECTED To EXECUTE THIS BATCH STREAM BY INVOKING 
THE “FPIDC” COMMAND PROCEDURE LOCATED ON THE DONCGS NUCLES 

MRJECT INSTALLATION O©1Sk, OCFWO. THE “PIOM’ COMMAND FILE [5 
AICESSED BY ENTERING .UWSE DCFWO. RELEASE. PROC, .s$CM0S. THIS PATCH 
BATCH STREAM MUST BE COPIED TO THE FPATHNAME DOCFWO.FATCH. PATNUC 
BEFORE INVOKING THE “FIO0C" COMMAND. USE OF THE “FIDC” COMMAND 
[IS DESCRIBED IN THE “DNCOS NUCLEUS OBJECT INSTALLATION GUIDE”, 
PART NO. 23026460-7701. 


MORE INFORMATION CONCERNING THIS PATCH FILE FOLLOWS: 
LOLATION © @$0ND.PATCH. PATNUC 

LISTING = @CUSTOM.LIST.PATNUC 

PURPOSE  &§ APPLY DONCS NUCLEUS PATCHES 

IALLED BY: @$0ND. RELEASE. BAT.FPIDOC 


THE FOLLOWING SYNONYMS ARE ASSIGNED AUTOMATICALLY BY “FIDC@: 


$ CIN ~- DNOS NUCLEUS DTRECTORY 

$OML - DNCGS SNA EMULATOR DIRECTORY 

$oivT - DNGs 714A DIRECTORY 

$ORT - DONG@S RET/X25 DIRECTORY 

$0G0 - DNCS GENERATION DIRECTORY 

$I TIN —- CONFIGURATION NAME 

CUSTOM -— DNOS CUSTOM DIRECTORY,  @¢$0G0. S$0GU%. @$CON 

IMOLIB — DONCS COMMAND DIRECTORY, @¢060. S$0GUS. @$C0N. OSCMDS 
$CM0S - COMMAND FILE FOR “BUD” AND “Eun 

$5 - DNOS RELEASE NUMBER (1.2 OR 1.3) 


THE FOLLOWING SYNONYM MUST BE USED Ta DEFINE THE DIRECTORY WHIICH 
MONTAINS THE CUSTOM LINKMAPS. THE DEFALILT VALUE FOUR THIS SYNONYM 
IS @CUSTOM. HOWEVER, FOR [5&5 INTERNAL USE, THE SYNONYM AN BE 
MOOTFIED TO POINT TO ANOTHER DIRECTORY AS REGUIRED. 


$I - DNOS CUSTOM DIRECTORY (LINEMAFS ONLY) 


THE DNCS FROGRAM FILES FOR PATCHING FURFPOSES ARE: 
@LCLUSTOM. SsSO0NCS.PGMTASK---DONCS TASKS (NON-MEMORY RESIDENT) 
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DONG FATICH 1.17.9 RELEASE INFORMATICN SPECIAL INSTRUCTIONS 


@C@LlUSTOM. S$UTIL—----ONCS MEMORY RESIDENT TASK AND FROCEDURES # 

* 

NUIGSLEUS TASK PATCHING IS CONFIGURATION DEFENDENT. “FPIO0C” ASSIGNS # 
THE VALUE “YES TO THE FOLLOWING SYNONYMS Td INDICATE WHETHER THE # 
CORRESPONDING TASKIS/FROCS ARE INSTALLED: + 
+ 

NIL -ONCSCOMM, ONCSSCT., ONCSPOCT., ONCSCLOK, ONGSCI,EMSCI + 
ONCSS TOP, ONCSINIT, SVGHST, SVGSC1, SVGGUE, SVEOMGR, + 

NUCRFROL, CIMENU, NETPROC, SVORPRIOIC # 
STL: —fLSBk. (- + 
NIC —DNCS INAF + 
Xe —DONCSNAP, LAF # 
=NA —-ONDSTSR, ONCSREC, DNCS 0 # 
NIA —-DNCSNIA % 
CiXF —DNGSNCE # 
TRE -DINC'STRE, OPRISIT, SITPROC % 
+ 

ME TIONAL FATICHES: + 
TO INSTALL OFPTICNAL PATCHES, ASSIGN SEPARATE SYNONYMS FOR EACH % 
DESIREUD FATCH. UNIGUE SYNONYMS GF THE FORM $PXXXX, WHERE XXxXx # 
Is THE FATCH NUMBER, CONTROL OPTIGNAL FATCH INSTALLATICN AND MUST # 
HAVE. THE VALUE “YES”. FOR EXAMPLE, TO INSTALL P1750, ASSIGN VALUE # 
YES TO THE SYNONYM $F1750. ENSURE THAT LAST PATCH NUMBER IN THE # 
EU COMMAND CONTAINS THE HIGHEST PATCH NUMBER APPLIED. + 
+ 
A LIST OF OPTIONAL PATCHES IN THIS PATCH FILE FOLLOWS: # 
+ 

Pi7S0 -- ASSIGN ONCS PASSWORD WHEN SYSTEM I35 BOOTED. % 
Psas2 —- BUFFER SEGMENT SIZE PATCH TO CORRECT SVC ERROR 4008, # 
Psv75 —-- SDOLC CHARACTER DETECT MAY CALISE EXCESSIVE VARYING OF # 
FLIE INACTIVE/ACTIVE. # 
sen es i kr ls me ls a ae ca a a esa cl vem gh Cnn ea an ec! ie et ee mes ees + 
ese in eS a a Sa a a a a a a ls cg i a ca ec ice an Seppe Sa Sint Sa gos see + 
### PATCH FILE DNOS 1.3.0 DONCS X25 RFT 1.3.0 LAST UPDATE 07/07/24% 
sas et ses a cc us alc: ems ees okt pc “is tal ecm’ secs ci ces ekg iGo cod mca "Spc me: Sab as iu eG Sina cle GN ann Sn “Ses Cat en “Se pe cae ance cd Sos a + 
INSTRUCTIONS: # 
THE USER IS EXPECTED TO EXECUTE THIS BATCH STREAM BY INVOKING + 
THE “PIOC” COMMAND PROCEDURE LOCATED GON THE DNCGS NUCLEUS + 
CRJIECT INSTALLATION DISK, OCFWO, THE “PIOU" COMMAND FILE I * 
ACCESSED BY ENTERING USE DCFWO. RELEASE. PROC, .Sé$CMD0S. THIS PATCH # 
BATCH STREAM MUST BE COPIED To THE FATHNAME DCFWO.FATCH.FATRET % 
BEFURE INVOKING THE “PIOC” COMMAND. USE OF THE “PIOCM” COMMAND # 
IS DESCRIBED IN THE “ONC NUCLEUS OBJECT INSTALLATION GUIDE”, # 
FART NO. 2302440-7701, # 
+ 
MORE INFORMATION CONCERNING THIS PATCH FILE FOLLOWS: + 
LOLATICN © @$0N0. PATCH. FATRFET e 
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DINGS FATIH 1.17.0 RELEASE INFORMATION SPECIAL INSTRUCTIONS 


LISTING = @CUSTOM.LIST.FPATRFET + 
PURPOSE &§ APPLY DNCS x25 RFT FATCHES # 
ITALLED BY: @$0ND. RELEASE. BAT. PION + 
; 3 
THE FOLLOWING SYNONYMS ARE ASSIGNED AUTOMATICALLY BY “FIDC¢: & 
*~ 
$CINO - DNGS NUCLEUS OLTRECTORY # 
$0ML - [NGS SNA EMULATOR DIRECTORY # 
$070 - DONG Y1i4A OIRECTORY # 
$DiIRD - [NGS RFT/X25 DIRECTORY # 
$0050 —- DNGS GENERATION OIRECTORY * 
$IZIIN - CONFIGURATION NAME # 
RLSTOM - ONG CUSTOM OIRECTORY,  @$060., S$0GU$,. @$CON # 
(MOLIB - DONGS COMMAND DIRECTORY, @$0G0. 3$0GU$, @$CON. OSCMDS + 
$#lM05 —- COMMAND FILE FOR “BUD? AND “EUD* # 
$I - DINGS RELEASE NUMBER (1.2 OR 1.3) 
# 
THE FOLLOWING SYNONYM MUST BE USED To DEFINE THE DIRECTORY WHICH # 
MONTAINS THE CUSTOM LINKMAFS. THE DEFAULT VALIJE FOR THIS SYNONYM # 
Is @CUSTOM. HOWEVER, FOR [S85 INTERNAL LISE, THE SYNONYM CAN BE + 
MODOIFIEQ Ta POINT TO ANOTHER DIRECTORY AS REGWUIRED. * 
| * 
$l - DNGS CUSTOM DIRECTORY (LINKMAPS ONLY) # 
| + 
THE DONCS PROGRAM FILES FOR PATCHING PURPOSES ARE: # 
@TUSTOM,. S$0NC5.PGMTASK---DNCS TASKS (NON-MEMORY RESICDENT) # 
@lCUSTOM. s$UTIL----ONCS MEMORY RESIDENT TASKS AND PROCEDURES # 
% 
X25 RFT TASK PATCHING IS CONFIGURATION DEPENDENT. “PIO” ASSIGNS # 
THE VALUE “YES" TO THE FOLLOWING SYNONYMS Ta INDICATE WHETHER THE # 
MORRESPONODING TASKS/PROCS ARE INSTALLED: # 
% 
RFT -RFET,OPR, M50, CPY, SVORFT. RE TPROL * 
Sa a a vn ins cea ch cla cag Sh laa as nc ae a a Nfs ka ca a a NS mh ct se tries + 
ac a ee ya es Naa a a ah hy Ci i ean de fo Gsm es as ca i a a a ee ace + 


i a an Sc a ae cd ecm Ger eh ee em al itl Scena cc en me a ca a an a i Sa a a a re ae aa ces + 
INSTRUCT IONS: # 
THE USER IS EXPECTED TO EXECUTE THIS BATCH STREAM BY INVOKING # 
THE “FUPSC” COMMAND PROCEDURE LOCATED ON THE DNCS NUCLELIS # 
CRJIECT INSTALLATION DISK, DOCFWO. THE “PUPSC* COMMAND FILE Is # 
AICESSED BY ENTERING .USE DCFWO.RELEASE.PROC,.S$CMDS. THIS FATCH + 
BATCH STREAM MUST BE COPIED TO THE PATHNAME DCFWO. PATCH. PUIPSC # 
BEFORE INVOKING THE “FUPSC°” COMMAND. USE OF THE “PUPSC’ COMMAND 
IS DESCRIBED IN THE “DINCS/SNA USER“S GUIDE’, PART NO. 23024643-9701# 

& 
MORE INFORMATION CONCERNING THIS PATCH FILE FOLLOWS: # 
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### PATH FILE ONOS 


CNGS PATCH 1.17.0 RELEASE INFORMATION SPECTAL INSTRUCTIONS 


LOCATION = @$0N0. PATCH. PUPS 

LISTING +: @$DND. PATCH.LSTUP 

FURPOSE =: APPLY FATCHES TO Fat SUBROUTINES 
MALLED BY: DCFWO. RELEASE. PROC. PUPS 


THE FOLLOWING SYNONYMS ARE ALITOMATICALLY ASSIGNED BY “PUPSC?: 


$1ILM ~ USER LINKMAP PATHNAME 

$UFF - USER FROGRAM FILE FPATHNAME 

$I - USER TASK NAME 

$ALANG —- AFFLICATION LANGUAGE 

$0NO - DNOGs NUCLEUS OTRECTORY 

$ Oy - DNOS SYSTEM VOLUME 

$CM05 - COMMAND FILE FOR “BUD” AND “EUD? 


THE WSER“'S PROGRAM FILE IS LOCATED AT: 
@LUIFF--- USER PROGRAM FILE ACCESS NAME 


INSTRUCT DONS: | 
THE LISER IS EXPECTED Tao EXECUTE THIS BATCH STREAM BY INVOKING 
THE “PURFT* COMMAND PROCEDURE LOCATED ON THE DONCS NUCLEUS 
MRIECT INSTALLATION OFSK, DCFWO. THE “PURFT” COMMAND FILE [5 


ACTESSED BY ENTERING .USE DOCFWO.RELEASE.PROC,.S$CM0S. THIS PATCH 


RATCH STREAM MUST BE COPIED TO THE PATHNAME DCFWO.FATCH. PLURFT 


REFORE INVOKING THE “PURFT* COMMAND. USE OF THE “PURFT“ COMMAND 
Is DESCRIBED IN THE “ONCS/RFT USERS GUIDE", PART NO. 2302640-9701 


MORE INFORMATION CONCERNING THIS PATCH FILE FOLLOWS: 
LOCATION © @$0N0.FATCH. PURFT 

LISTING +: @$0ND.PATCH.LSTUR 

FURPOSE +: AFPLY PATCHES TO RFT INTERFACE SUBROUTINES 
ITALLED BY: DCFWO. RELEASE. PROC. PURFT 


THE FOLLOWING SYNONYMS ARE AUTOMATICALLY ASSIGNED BY “PURFT~: 


$liLmM - USER LINKMAP FATHNAME 

$UPF © —- LISER PROGRAM FILE PATHNAME 

SUITE. - USER TASK NAME 

$ALANG —- APPLICATION LANGUAGE 

$0NOC - DNCS NUCLEUS DIRECTORY 

$0iV - DNGS SYSTEM VOLUME 

$CM05 —- (COMMAND FILE FOR “BUD” AND “EUD* 


THE USERS PROGRAM FILE IS LOCATED AT: 
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DNGS FATOCH 1.17.0 RELEASE INFORMATICN SPECIAL INSTRUCTIONS 


@GUPF--- USER PROGRAM FILE ACCESS NAME 


SNA BATCH 1.09.0 


INSTRUCTIONS: 


THE USER IS EXPECTED TO EXECUTE THIS BATCH STREAM BY INVOKING 
THE “FATBLU COMMAND PROCEDURE LOCATED ON THE DONCS/5 
LOGICAL UNIT (SBLU) EMULATOR OBJECT INSTALLATION OLSk, 

DOCBLU. THE “PATBLU COMMAND FILE [5 ACCESSED BY ENTERING 


JWSE DCRLU. RELEASE. PROC, .S$CM05. USE OF THE ~“PATBLLI 


IS DESCRIBED IN THE “ONOS DONCS/SNA BATCH OBJECT INSTALLATION: 


GUIDE, PART NO. 22a7997- 97701, 


MORE INFORMATION CONCERNING THIS PATCH FILE FOLLOWS: 
LOCATION = @$0B0.FATICH.PATBLU 

LISTING =: @$0BD.PATCH.LSTBLLI 

PURPOSE = APPLY DNCS =sBLU EMULATOR PATCHES 

MALLED BY: PATBLU SCI PROC 


THE FOLLOWING SYNUNYMS ARE ASSIGNED AUTOMATICALLY BY 


$0B0 —- ONCS SBLU EMULATOR DIRECTORY 
$00V — DONGS SYSTEM VOLUME 
$000 - DONCS COMMAND DIRECTORY 
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DONS FATOH 1.17.0 RELEASE INFORMATICIN SPECTAL INSTRUCT IONS 


Seis DONG DISTRIBUTED NETWORE T/0 (DONIC) 2.1.0 FATCHES 


The patch file for the ONS Distributed Netwerk I/O CONIC) 
Patches is "DINIQ21.0NIQFAQT". The value for "SOMDINS" ais wsuallr 
"JS$CM05, .5$5Y5TEM. S$$CM05" for the major cammands directory and 
the histerr commands. Fatches must be applied according ta the 
Procedures described in the following instructions. 


% ###H PATCH FILE DOINGS 1.2.00 DONIO 2.1.00 LAST UFDATE O8/04/85 # 
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INSTALLATION FATHNAME: UONIQINS. PATCH. ONICPAT 
INSTRUCTIONS: 


THESE ARE THE FATCHES FOR THE DISTRIBUTED NETWORK I[/ 
RELEASE 2.1 AND/OR 2.1 PRODUCT. THE DONIO PROGRAM FILE; 
CSS0NIO.FPROGRAM), IS CHECKED TO BE SURE IT IS AVAILABLE. 
THE DUNTIO PROGRAM FILE [5S ASSUMED TO BE ON [rsol IF THE 
SYNONYM $07 Is NOT ASSIGNED. 
THIS PATCH FILE IS APPLIED DURING DNIO INSTALLATION, IF 
NO ERRORS ARE ENCOUNTERED BY THE INSTALLATION PROCESS, 
MR BY USING THE “PONIOQ” PROC (PATCH DNIO) LOCATED ON THE 
ONTO INSTALLATION DISK, DNICINS. 
WISE OF THE “PONTO” FROG IS DESCRIBED IN THE 
DISTRIBUTED NETWORE I/O OBJECT INSTALLATION GUIDE 
(FART NUMBER 23087971-9701). 
NOTE: 
THIS PATCH FILE SHOULD ONLY BE EXECUTED DURING THE DNI 
INSTALLATION PROCESS OR BY USING THE “PONTO” FROC AS THIS 
PROC WILL ASSIGN ANY SYNONYMS REQUIRED FOR PROPER EXECUTION+# 
NOTE: 
PATITH 4259 REPLACES THE DONIC STARTUP BATCH STREAM, 
S$0DNIO. BATCH. JOBINPUT. ANY USER MODTFICATIONS MATE 
TO THIS BATCH STREAM WILL NEED TO BE MADE To THE 
NEW BATCH STREAM AFTER IT IS INSTALLED. REFER TU 
P4259 FOR FURTHER INFORMATION. 
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THE FOLLOWING SYNONYMS ARE OR MUST BE ASSIGNED BEFORE RUNNING 

THIS BATCH STREAM: 
$i1T —- VOLUME NAME OF SYSTEM DISK To BE FATCHED. SHOULD INCLUDE 

DONIO PROGRAM FILE. IF NOT ASSIGNED, OS01 WILL BE USED. 

$V VOILLIME NAME WF DONIC INSTALLATION OISk 
$CM0S —-— THE MAJOR COMMANDS DIRECTORY AND THE HISTORY COMMAND 
CMOLIB COMMAND CIRECTORY To BE MODIFIED BY .FPROC FATICHES 
TEMP G FILE UNIQUE TO THE USER, SUCH AS .TEMF@ME 


OK oe Ok ok aK ae 
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IF NOT ASSIGNED, .TEMP@ME WILL BE USED 


Texas Instruments =a aaa BBOB408-7701 #7 


a a 


i i i i a a a ee ae a a a i a i a a i i A 


a 


ONGS FATCH 1.17.0 RELEASE INFORMATION SPECIAL INSTRUCTIONS 


—.'4 DINOS 3270 I05 COMMUNICATIONS 1.2.0 PATCHES 

The Patch Files For ONS Tis 2270 Patches are 
" ONS27012.0INPS270",; "lONS2S7012.0NFFPS270", "J ON3B27012.PSC3270", 
and "SONSS7012. TSES270", The following instructions are far the 


DINGS 2270 ICS Cammunications patch application. 


The value for "SOMOS" is usually ".S$CMD5,.5$5YSTEM.S$$CM05" for 
the major commands directarr and the histary cammarnds. 


Sa ae nti ca, Smee ‘se smi ation an nas aps eS ees snes sn’ om Sa a ean hs ames ipower eae nec ees +. 
FATIH FILE DONFae7o ODONOS 1.3 Tis 3270 1.2.90 LAST UFDATE O7/18/354 # 
i a ce i ts Ss cs i iG: nC ata Gs a ‘iad Saal wh en a cs tg cs cs a ee wt ln ast a da i’ msm Sian ie “am i og sani ee ove Sn Le + 
NOTE: [Os S270 1.2.90 [15 COMPATIBLE WITH ONOS 1.35.0 AND 1.2.1 # 
cae cee eee meme enees meee nee cmmee somes Som seees semen cea sues Steen cope sums cuneD camer erate conen saree vanme cnam naeu cumee stew canes mime aoe eee comme somes uous suas semen cies cme conve concn seu= sane coum couse cases comes seco ounce cons cous cies conse sree xen couse cinee mute aoemn comm cess oes comer comme comm amen sme ame ope 


TITLE: INF 3270 
ABSTRACT: THIS PATCH FILE PATCHES THE COMMUNICATIONS OSR 
ASSOLIATED WITH THE 3270 EMULATOR. (CUMMUN 
MODULES IN THE PARTIAL LINK "DSRS270", ARE 
PATCHED BY "DNPCMON". PROTOCOL DEPENDENT 
MODULES ARE PATCHED BY "DINP3270", 
SPECIAL INSTRUCTIONS 
IF THIS FILE IS NOT CURRENTLY ON THE INSTALLATION MEDIA 
MOPY THIS FILE USING “CC?” (COPY/CONCATENATE) TO THE FILE 
NAMES “DONOS270. ONCMO. 03270.P.0NP2270° AND *.S$053LINK.ONCMO., 
03270.P.0NP3270°. THIS PATCH FILE MUST BE APPLIED USING THE 
MURRENT "PGs" PROC. "PGS" IS AVAILABLE ON EACH SYSTEM DISk 
UNDER THE .S$CMDS OLRECTORY. 
ALL EMULATOR DSRS MUST BE GENERATED AND THE =Y=5TEM 
"ALGS" PERFORMED BEFORE PATCHING BEGINS. 
FOLLOW THE INSTRUCTIONS IN THE OBJECT INSTALLATION 
MANUAL (CS) FOR THE EMULATOR(S) BEING INSTALLED. 
MFP TIONAL FATICHES: 
F4iv745 WHEN USING FUNCTIONS KEYS, ERRORS CR 
UNEXPECTED RESULTS OCCUR WITH SUME 
HOST APPLICATIONS. 
THE FOLLOWING SYNONYMS ARE OR MUST BE ASSIGNED BEFORE RUNNING 
THIS BATCH STREAM 
$=M03 - THE MAJOR COMMANDS DIRECTORY AND THE HISTORY COMMAND! 
IMOLIB - THE COMMANDS CIRECTORY To BE MODIFIED BY .PROC PATCHES 
cee eee ere canes comms semss couse couse couse suse coun summm conse seas SESDS cess SOM Camso ens Snuhe svn ciues sueve sce crane seems same couse cine class coset SGSD seen SIND costo <INGD Som comnD =EnO sene ciuce Sot comms <u ate cunee comas Sanne Glu conve sures sine coors copie mocy wens canes conce cums crane setts sinve meee sere emt come some + 


FATIH FILE DNFPS270 DINGS 1.3 Ics 3270 1.2.0 LAST LIFDATE O2/11/02% 
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Fo # 
# NOTE: [05 3270 1.2.0 I5 COMPATIBLE WITH DONGS 1.3.0 AND 1.2.1 + 
Fh ce cs wre es a ns em a ne ee ee na en ns ee ee ee ee ee ee ee + 
* TITLE: DUNPR 2270 | 

* ABSTRACT: THIS PATCH FILE FATCHES THE 2270 BUILD FROCESS 

% PROCEDURES BEFORE THE BUILD PROCESS BEGINS, 

# THE DISSE FATCHED IS THE OBJECT INSTALLATION DISE, 

# $i7VN REPRESENTS THE DISK To BE PATCHED, 

ele eet testinal neta ieesten teeta iene lone anientantententenienientalententeniestentestententanteatentententenentenetmntanentenantenanteneatemenmntantanantenen + 
# ##H# FF EC IAL INS TRUC TION & HEE 

+ COPY THIS FILE USING “Co CCORPY/CONCATENATE) REFLACING THE 

x CURRENT FILE WITH PATHNAME “ONG3270.0NCMO.03270.P. 0NFPS270° 

+ THIS PATCH FILE SHOULD BE APPLIED BY INVOKING "Ier" DURING 

+ THE INITIAL FHASE OF A COMMUNICATION BUILD. 

Se + 
Fe ee + 
# PATCH FILE PSts270 ODNOS 1.3 IGS 3270 1.2.0 LAST UPDATE 02/11/25 +# 
He a ere + 
# NOTE: Its 3270 1.2.0 IS COMPATIBLE WITH DONGS 1.3.0 AND 1.2.1 + 
Fee a nr nr nn nr rn nn nnn + 
# THIS BATCH STREAM PATCHES THE DNOS ICS 3270 REL 1.2 PSC USER TASK 

* NOTES: PATICHE'S SHOULD BE APPLIED TO EACH FSC USER TASK AFTER 

+ THE LINK EDIT PROCESS. THE LINKMAF CF THE LISER TASE 

+ NEEDS TO BE SAVED FOR INPUT To “PTPSC’ 

#% THE FOLLOWING SYNONYMS MUST BE DEFINED PRIOR TO EXECUTING THIS 

* BATCH STREAM: : 

+ SYNCINYM VALUE 

# $$05I0$ SYSTEM DISK/VOLUME NAME 

+ SIMMONS . THE MAJOR COMMANDS DIRECTORY AND HISTORY 

+ COMMANDS 

+ SIN VN EMULATOR OBJECT FPATHNAME 

% $I PGF Pace USER PROGRAM FILE 

+ $ICTN Pst USER TASK NAME 

# SILMAP Piss USER LINKMAP FATHNAME 

+ $C0LOT LISTING ACCESS NAME 

The a ner # 
Ht KEE SPECIAL PROCESSING ##+# + 
# IF THIS FILE IS NOT CURRENTLY ON THE INSTALLATION MEDIA # 
# COFY THIS FILE USING “Cree (ROFPY/CONCATENATE) REPLACING % 
x THE CURRENT FILE WITH FILENAME “ONOS270. PAT. PSC3270" + 
+ BEFORE EXECUTING “PTFPsc" (PATCH ICS FPse USER TASK) # 
Fhe me ae cee mee ees cas ree ee canes eee cones cee eee ee cence nme senen Seme ne ene setts sen ee sets ene me cee creme seme outty cue sanar ces setae Sas ceees eae seams amen se eae mee meee ne ma sae ee me es ee ca ee me ee a ce ee a ee ee ae + 
She mn ee nn ne + 


# PATCH FILE Tsks270 ODONOS 1.3 Its 3270 1.2.90 LAST UPDATE OF /O8/57 # 
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® NOTE: [OS 3270 1.2.0 I5 COMPATIBLE WITH DNGS 1.3.0 AND 1.2.1 
A ara a ea a le a aca neal Se acai 


* ABSTRACT: 

# THESE ARE THE PATCHES FOR THE 3270 EMULATOR TASES. THE TASE 
& LINEKMAF (TISSK MAF) AND THE COMM PROGRAM FILE (.3S$CCIMMDIN) ARE 
+ CHECKED TO BE SURE THEY ARE AVAILABLE. | 


THE LINEMAF I5 ASSUMED TO RESIDE ON THE LISTING OIRECTORY 
NESCRIBED WHEN BUILDING THE TASK(S) USING THE FROC “BET~ 
(BUILD EMULATOR TASKS). 

THE COMM FROGRAM FILE I5 ASSUMED TO BE ON D011 IF THE 
SYNCGNYM @$05°0$ IS NOT ASSIGNED. 

THIS FATCH FILE IS APPLIED AT TASE INSTALLATION CR BY 
INSING THE “FTS270° PROC (PATCH 3270 COMMUNICATIONS TASES) 
LOCATED ON THE EMULATOR OBJECT INSTALLATION DISK, DONOSE70. 
WISE OF THE “FT3S270° PROC IS DESCRIBED IN THE “ONGS 3270 
EMULATOR OBJECT INSTALLATICN DOCUMENT”, 

(FART NO. 2302471-7701). 
NCTE: 
THIS FATCH STREAM SHOULD CINLY BE EXECUTED DURING THE TASE 
INSTALLATION FROCESS GR BY USING THE “FPT3270° PROC AS 
THIS FROG WILL ASSIGN ANY SYNONYMS REGUIRED FOR PROPER 
EXECUTION. 
NOTE: 

A “CM” PROC (CREATE MESSAGE) MUST BE USED FOR THE ERROR CoOLiNT 
ME'ISSAGE AT THE END WF THIS PATCH FILE SINCE THIS FPATCH FILE 
I's NESTED IN ANOTHER BATCH STREAM AND/OR FROCEDURE. 

SPECIAL INSTRUCTICN: 
IF THIS FILE [5 NOT CURRENTLY ON THE INSTALLATION MEDIA 
COPY THIS FILE LUSING “CC (COPY/CONCATENATE) REPLACING 
THE CURRENT FILENAME “DNO3S270.PAT. TSKS270° 
ME TIONAL PATCHES: | 
F4077: PREVENTS THE CONVERSION OF NULLS TO BLANES 
IN UNPROTECTED FIELDS CIN Y11 TERMINALS. 
F4o77: FPREVENTS THE CONVERSION OF NULLS To BLANKS 
IN UNPROTECTED FIELDS ON v3i TERMINALS. THIS 
FATCH MUST BE AFPLIED WITH Vail DSR FATICH # 
404464 FOR DNOS 1.2.1 OR PATCH #4047 FOR ONOS 
1.2.0 TO WORK FPROFERLY. 
F41i705 Issues TIME DELAY TO LET ?31 DSR PROCESS READ 
(931 WILL OCCASIONALLY WRITE GARBAGE TO THE 
SCREEN). 
THE FOLLOWING SYNONYMS ARE OR MUST BE ASSIGNED BEFORE RUNNING 
THI: BATCH STREAM: 
$$0°30$ — THE COMM FROGRAM FILE DISK NAME 
$oM0S - THE MAJOR COMMANDS DIRECTORY AND THE HISTORY COMMANLIS 
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TMOLIB -— THE COMMANDS DIRECTORY TO BE MODIFIED BY .PROC FATCHES# 
$CLST —- THE DIRECTORY NAME WHERE THE LINE MAPS RESIDE * 
Th a a i ss ss me me me ee ees ns ee ce ee a a ee ee ce cee me ee ee mr ee ae eee ce ee ee ee re cr mee a ee a a ee me * 


Texas Instrument ~ Sal) S3I0Z6O0R8-279701 #T 


a a a a a a a a a a a a a a ee a ee a a as 


DINGS FATCH 1.17.90 RELEASE INFORMATION SPECIAL INSTRUCTIONS 


2.10 ODONOS FORTRAN-72 1.3.0 PATCHES 


The Patch file for the DNOS FORTRAN-7S patches is ".FORT7S13". 
This Patch file may be applied usins Execute Hatch (XB) command. 
The following aunstructions can be used for apPplring the patches 
to DNC FORTRAN-7S: 


The value for "$CMEIMS" is usually ".S$CMDIS, .S$SYS7TEM. S$$CMOS" for 
the major cammands directory and the history cammands. 


cere oe me nen em em me ee cee is ere sane te cee eee es nem Sens it mr Mt Se A A SS ee eee ese a ae em see es ees ns ns ee ies ee See ccs Site Sins Ste cree cee et om see ees ees ew me we + 
ee PATCH FILE ONOS FORTRAN-7S 1.3.0 LAST UPDATE 10/07/54 # 
more ne ene me et me ee ae ie ne eee ee re sa ete ent ee se ee am a ee me me ne ans me ee se ee en a cr ce cee neh ns ee a eee ee cae re ene et ee nee sie me a eee ee + 


INSTRUCT IONS & 
READ THESE INSTRUCTIONS BEFORE EXECUTING THIS BATCH STREAM. 
THIS BATICH STREAM APPLIES FPATICHES TO DNOS FORTRAN-72 1.3.0, 
FATICHES ARE AFPLIED TO THE COMPILER, RUN-TIME, AND SCI 
LOMMANDIS . 


THE MODIFY PROGRAM IMAGE (MPI) COMMAND IS USED TO APFLY 
PATCHES To THE COMPILER. 


TO FATEH THE RUN-TIME, THE RUN-TIME ORJECT MODULE IS REPLACED. 
THIS AVOIDOS PROBLEMS THAT MAY RESULT IF MODIFY RELATIVE TO FILE 
(MRF) Is USED AND THE RLUIN-TIME DIRECTORY HAS BEEN COPIED WITH A 
NEW FHY'SICAL RECORO LENGTH SPECIFIED. 


TO PATCH SCT COMMANDS, THE SCI COMMAND IS REPLACED USING 
»RFROC AND .EOP., 


IF You HAVE INSTALLED FORTRAN-7S FOR EXECUTION ONLY, AS 
NESCRIBEO IN THE FORTRAN-73 OBJECT INSTALLATION MANUAL, 
YOU SHOULD USE THE PATCH FILE FORT7SEC. AN EXECLITION ONLY 
INSTALLATION INSTALLS ONLY THE SCI COMMANDS XFT AND XFTF, 
AND THE FORTRAN-7& RUN-TIME MESSAGE FILE. THE COMPILER 
ANDO RUN-TIME LIBRARY ARE NOT INSTALLED, 


TO EXECUTE THIS BATCH STREAM, ASSIGN THE SYNONYMS YOU 
NEED AS DESCRIBED BELOW, THEN WSE THE EXECUTE BATCH (XB) 
LMOMMAND TO EXECUTE THIS BATCH 2TREAM. FUR EXAMPLE, 


XBR INPUT=<VOLUME>.FORTZs, LIST=.LISTING 
WHERE <VOLUME> REPRESENTS THE DISK VOLUME OR DIRECTORY 


FATHNAME CONTAINING THIS PATCH FILE, AND .LISTING I5 
THE FATHNAME OF A SEQUENTIAL FILE OR DEVICE WHERE THE 
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DINGS FATCH 1.17.90 RELEASE INFORMATICN SPECIAL INSTRUCTICNS 


BATCH STREAM LISTING WILL BE SENT. 


TO ASSIGN SYNONYMS, YOU MAY USE THE ASSIGN SYNONYM (AS) 
COMMAND. FOR EXAMPLE 


AS S=VOLBLO, VEsyol 
WOULD BRE USED TO ASSIGN THE VALUE SY5S1 To THE SYNONYM VOLBLO. 
REQUIRED SYNONYM ASS TGNMENT: 


YOU MUST ASSIGN THE FOLLOWING SYNONYM BEFORE RUNNING THIS 
RATCH STREAM: 


VOLELOID - THE VOLLIME NAME CF THE DISK CONTAINING THE FROGRAM FILE 


S$LANG. THIS Is NORMALLY THE SYSTEM OISE. 
LITHER =YNONYM ASSIGNMENTS: 


VOLRTM —- IF THE RUN-TIME LIBRARY .FORT73 IS NOT ON THE SAME 
DIsk VOLUME IDENTIFIED BY SYNONYM VOLBLD. ASSIGN 
THE SYNONYM VOLRTM TO THE DISK VOLUME NAME COR 
DIRECTORY PATHNAME CONTAINING THE RUN-TIME LIBRARY. 
FOR EXAMPLE, IF THE RUN-TIME LIBRARY IS INSTALLED 
AT DIskK2.LIB.FORT73, YOU WOULD ENTER 


AS S=VOLRTM, V=DISK2.LIB 


YOU MUST ASSIGN THE FOLLOWING SYNONYMS IF YOU HAVE MOVED 5 
COMMAND PROCEDURES INTO COMMAND DIRECTORIES OTHER THAN THO 
SUPFLIEQ WITH YOUR SOFTWARE: 


CI 
SE 
$lM0S -— THE MAJOR COMMANDIS DIRECTORY CIES) 


IMOLIEB —- THE COMMAND DIRECTORY CONTAINING THE XF7S, XF/SF, 
XFT, AND XFTF COMMANDS. 
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eli ONGS PASCAL 1.5.0 FATICHE'S 


The Patches for DNOS Pascal are Jocated in the file ".FPASCALIG". 
The Execute Batch (XB) cammand should be used toa execute the 
Patch file ta aPPly the Fascal Patches. The following 
instructions should be used ta apply the patches: 


INS TRUECT IONS: 
THIS BATCH STREAM AFFLIES FATCHES TO TI FAECAL (TIF) 1.8.0 


YOU MUST ASSIGN THE FOLLOWING SYNONYM BEFORE RUNNING THIS 
BRATICH 3TREAM: 


VOLBLDO - THE VOLUME NAME OF THE SYSTEM OTSE WHOSE SOFTWARE 
INF TGURATION IS To BE WFOATED. 


YOU MUST ASSIGN THE FOLLOWING SYNONYM IF YoU HAVE MUVETD SCI 
IOMMAND PROCEDURES INTO COMMAND ODOIRECTORIES OTHER THAN THOSE 
SUPPLIED WITH YOUR SOFTWARE: 


$CMOS - THE MAJOR COMMANDS DIRECTORY(CIES) AND THE HISTORY COMMAND 


IF Youll WISH TO HAVE GFTICNAL FATICHES APPLIED. YOU MUST ASSIGN 
THE FOLLOWING SYNONYMS Tu YES. 


OP TL - IF GIVEN THE VALUE "YES", THIS TURNS UNDERFLOW CHECKING FOR 
REAL VALUES OFF. 

OPTS - IF GIVEN THE VALUE "YES", THIS REMOVES SOME OPTIMIZATION, 
BLIT FIXES A PROBLEM WITH FOR .. DOWNTO LOPS. 
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ael2 ODONOS SORT/MERGE 1.0.0 FATICHES 


SORT /MERGE 
be executed 
instructions 


The Patch file for DN 
This patch f1i1¢ marr 

Tommand. The foallowins 
Patches. 


SPECIAL INSTRUCTIONS 


1.0.0 patches is " SM1i0",” 
usina the Execute Hatch (XH) 
mar be used to apPlr the 


BATICH 


SORT/MERGE PACKAGE IS 


DIRECTORY 


", S$CMD5, .5S3YS TEM. S$$0M05" ) 


(CONTAINS THE COMMANDS 


THE 
AND FOR PATCH 1372 


THE 
FOR PATCH 17:22 


##e# PATICH FILE ONOS SORT/MERGE 1.0.0 
YOU MUST ASSIGN THE FOLLOWING SYNONYMS BEFORE YoU RUN THIS 
=TREAM: 
VOLBLO - VOLUME NAME OF THE DISK WHERE THE 
INSTALLED 
$CM0S —- MAJOR COMMANDS DIRECTORY AND HISTORY COMMANDS 
(THE STANDARD FOR ONOS [5 
IMOLIB - SURT/MERGE CUMMANDS DCOLRECTORY 
MOOTFIEO BY THE .FPROC PATICHES) 
$0FT - QFTIONAL SYNONYM FOR PATCH 1372. PLEASE REAL 
INSTRUCTIONS UNDER OPTICNAL PATCHES 
REFORE VOU ASSIGN A VALUE TO THIS SYNONYM. 
VOLADW -— OPTIC SYNONYM FUR PATCH 1735. PLEASE READ 
INSTR: cANS UNDER OGPTIONAL PATCHES AND 
BEFORE raul ASSIGN A VALUE TO THIS SYNONYM. 
MPTIONAL FATICHES: 


MPTICONAL PATICHES HAVE AN ASTERI'SE 


READ THE DESCRIPTIONS FOR ALL OF THE OPTIONAL FATCHES BEFORE 
YOU RUN THIS BATCH STREAM. 
FOLLOWED BY THE PATCH NUMBER IN COLUMNS 1-5. 


THESE BEFORE YOU AFPPLY THE 
MFTIONAL PATCHES ALSO REQUIRE You 
WHITH ARE DESCRIBED BELOW. 


THE FOLLOWING ARE OPTIONAL FATCHES 
Pis¢v2 — PRINT 


$0PT To "y" 
—- TEMPORARY WORK 


DFETION FPATICH FOR 
P1735 FILE 


TO THE INSTRUCTIONS 


Texas Instruments 


OPTIVUNAL PATCHES. 
TO SET CERTAIN SYNUNYM=, 


TO APPLY THIS 
Cit = 
ASSIGN A VALUE Tia THE & 
FROVIDED WITH PATCH F1l7s2. 


YOU MUST REMOVE 
SOMME OF THE 


FOR DONO SORT/MERGE: 

DONGS OXF. YOU MUST SET 
PATCH INSTEAD OF FPes4, 
MPTIMIZATION. YOu MUST 
VOLADL! ACIOROING 


KE 
YNONYM 


#7 
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=. 12 06 6DINGS TIFORM 2.2.0 PATCHES 


The patch files for DNOS Tiform 3.3.0 are ", TIFRMS2.LINEDS2O", 
".,TIFRMS3.LINEDY11i", ". TIFRM23.MTASE". The Execute Batch (XB) 
Toammand should bee wsed tao appPlr the Patch files. The 
"STIFRMS3.MTASE" patch File is for Patching ONG Tiferm and 
shauld tbe applied tr all Tiform users, 


The Files ".TIFRMS3.LINEDS2O" and " TIFRMs3.,LINEDY1L1i" are for 
users with an aprpPlication that was linked with the Tifaorm 
linkable madules. 


The value for "SEM" is usually "JS$CMDS, .SS$5YSTEM. SS$ CMD" for 
the major cammands directory and the histary commands. 


Flease read the oaptianal Patich Information camtained aim the 
instructions carefully. The foallawing instructions may be used 
te apply the DONG Tiform Patches: 


# ### PATCH FILE ODONOS TIFORM LINKDS20 3.3.0 LAST UPDATE 05/21/55 


TITLE: FATEH STREAM TO! APPLY FATCHES TO AN APPLICATION LINKED 
WITH THE TIFURM LINKABLE MODULES. 
NOTE: ASSIGN THE FOLLOWING SYNONYMS: 
PRG = THE PATHNAME OF THE FROGRAM FILE WHERE YLirk 
COMPLETELY LINKED AFFPLICATION RESIDES. 
MTYFE = "TA" IF THE APPLICATION IS A TASK . 
OR "FPR" ITF THE APPLICATION IS A FROCEDURE ~ 
BRASE = THE HEX VALUE FROM THE APPLICATION LINK MAF (CF THE 
RIGIN OF THE MODULE “YY#LINED” (WHERE "YY" IS THE 
INTERFACE TYPE WSED BY THE APPLICATION) 
LOSoO = THE HEX VALUE CF THE $0ATA MODULE IMMEDIATELY AFTER 
THE “YY@LINED” MODULE IN THE AFPLICATICN LINE MAF. 
TASKNAME = THE INSTALLED NAME OF THE AFFLICATINON. 
INTRTYPE = “YY" FROM THE “YY$LINKDO” MODULE TO IDENTIFY THE 
TYFE CIF LANGUAGE INTERFACE THE APFLICATIOCN USES. 
LOAD ADDRESS FROM THE AFPLICATICN LINE MAF FOR 
THE $D0ATA MODULE THAT FOLLOWS THE NFM$TR MAOIODLILE. 
NFMSLN = LENGTH FROM THE APPLICATION LINK MAF UF THE 
$DATA MODLILE THAT FOLLOWS THE NFM$TB MODULE. 


ek ok ok ok ke ok ok ok ok ke OK ok ok 


NFM$TE 


ve 
“* 


HP TIONAL PATCHES: 
REAL THE DESCRIPTIONS OF ALL OFTIONAL PATCHES BEFORE IN- 
STALLING THEM. OGFTICNAL PATCHES HAVE BREEN COMMENTED GUT IN 
COLUMN CINE. THE ASTERISK MUST BE REMOVED FROM 
LULLUMN CINE Tit AF PLY THE DESIRED OPTIONAL FATCHES. 


a i a a a ee 
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# Fa1l74 RHR 10/18/82 STR #14725 DNS TIFORM 2.2.0 EXECFROC 

# NOFNF$S WAS NOT RELEASING MEMORY. SVC CALL WAS NOT USING RY, 

+ SINCE PATCH # 340464 CAUSES UNUSED MEMORY To BE RELEASED, SUBSEQUENT 
# FEN FORM AND FPREFARE SEGMENT COMMANDS REGUIRE MORE GET MEMORY 

+t SVC CALLS. RELEASE 3.3 FIXED THIS. THIS PATCH (3174) SUPPRESSES 

+ THE RELEASE MEMORY TO AVOID THE SWAFFING THIS CAUSES, 

#%# FSSS4 RHR OS / 30/584 STR #17432 ONO TIFORM 2.2 EXECPROC/FOLC 

+ THE FRENICH FEYBOARD USES AN ASCII COMMA FOR A DECIMAL POINT. 

+ THIS OPTIONAL PATCH ALLOWS TIFORM TO RECCIGNIZE THIS DIFFERENCE. 

* NOTE THAT YOU MUST RECOMPILE YOUR FORMS AFTER AFFLYING THIS FATCH. 
feo - - - - - - - - - - - - - + 
que cocen coves soe: anamn Cus Senne wacen GENES comet SOEtG SORSD “EDD GOUED GENES GEDGD Sut) GEDGD <inCe sumed SUIS SEESS GeDES SOGIS moEED COSI Gime ampeL fuESO GocuD cmmmS SECUD SEEM cane SERGE Same NOCeS GUEDS MEGS cue SEEUE GEOES GoUED SEED GEES qura> OEE GUESS SGIEY coat CanD cGDUD Gunn eanne SEGES cabeD cunts SqnGS comms nodme SUMS MUSE mmnmS fSaDmS EmwD cous mmeS come +} 
#He FATIH FILE DNS TIFORM LINKD'Yv11 3.3.0 LAST UFPDATE S/21/55 
Se ae i ah ag a A eS Ss a i ek a a sea ce a + 


a a a a a a a a a ee a a ee a a a i i i ee 


TITLE: FATCH STREAM TO AFPLY FATCHES TO AN APPLICATION LINKED 
WITH THE TIFORM LINEABLE MODULES. | 
NOTE: ASSIGN THE FOLLOWING SYNONYMS: 
PRG = THE FATHNAME OF THE PROGRAM FILE WHERE YOUR 
MOMPLETELY LINKED APPLICATION RESIDES. 
MTYFE = "TA" ITF THE AFPPLICATICN IS A TASK 
OR "PR" IF THE APPLICATION IS A FPROCEDURE 
THE HEX VALUE FROM THE APPLICATION LINK MAP OF THE 
ORIGIN CF THE MODLILE “YY$LINEDI” (WHERE "YY" IS THE 
INTERFACE TYPE USED BY THE APPLICATION) 
Loéo = THE HEX VALUE OF THE $0ATA MODLILE IMMEDIATELY AFTER 
THE “YYSLINKDO” MODULE IN THE APPLICATICN LINE MAF. 
TASKNAME THE INSTALLED NAME OF THE AFFLICATION. 
INTRTYPE “YY" FRM THE “YY$LINED” MODULE Tao IDENTIFY THE 
TYPE OF LANGUAGE INTERFACE THE AFFLICATION LISES. 
LOAD ADDRESS FROM THE APPLICATION LINK MAF FIR 
THE @$0ATA MUODLILE THAT FOLLOWS THE NFM$TH MUDULE. 
NEMSLN = LENGTH FROM THE APPLICATICIN LINK MAP OF THE 
S$D0ATA MODULE THAT FOLLOWS THE NFM$TB MODULE. 


BASE 


NFMSTE 


OP TICNAL PATCHES: 
READ THE DESCRIPTIONS OF ALL OPTICGNAL FATCHES BEFORE IN- 
STALLING THEM. OPTICNAL PATCHES HAVE BEEN COMMENTED cIT IN 
COLUMN CONE. THE ASTERISK MUST BE REMOVED FROM 
COLUMN ONE TO APPLY THE DESIRED OPTIONAL PATCHES. 


Fsi74 RHR 10/13/52 STR #14725 DNOS TIFORM 2.35.0 EXECPRUL 
NOPNF$S WAS NOT RELEASING MEMORY. SVC CALL WAS NOT USING RY. 
SINCE PATCH #3406 CAUSES UNUSED MEMORY TO BE RELEASED, SUBSEWUENT 


MPEN FORM AND PREPARE SEGMENT COMMANDS REGUIRE MORE GET MEMORY 
SV CALLS. THIS PATCH (3174) SUPPRESSES THE RELEASE MEMORY TO 
AVOID THE SWAPPING THIS CAUSES, 
Pisité RAR Os/30/84 STR #17432 DNGS TIFORM 3.2 EXECPROC/FOLC 
THE FRENCH KEYBOARD USES AN ASCII COMMA FOR A DECIMAL FOINT. 
THIS OF TIONAL FATIH ALLOWS TIFORM TO RECOGNIZE THIS DIFFERENCE. 
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+ NOTE THAT YOU MUST RECOMPILE YOUR FORMS AFTER APPLYING THIS FATIH. 


Hmmm a + 
t+ me ee cares tee cesen comm eenen comm cneee mens came cueey mune muses “aun suman coees cameg conc conse socap SOUND ames GEEED cace® CRIS SUED CGIED cnEcD “EUDT SoEaS antmD OEDEY ctnmn <=DGY comuy GOGUD mnemm SiGE comin vies cumte Sums comsS SOND Sanne aces timtN cEED SEDES cepa: =icES Camas costs casm: comsD meune eines ceom> mmve> amine sums wenn) auuD Gubee soem ous soow +} 
H #ERH PATCH FILE DNUS TIFORM MTASE 3.3.0 LAST UFDATE 10/10/34 + 
Hem ne re a ee + 
# NOTE: ASSIGN THE FOLLOWING SYNONYMS BEFORE EXECUTING THIS BATCH: 

# 

+ VOLBLD - TO THE VOLUME NAME OF THE DISSE ON WHICH THE TIFORM 
# PACKAGE Is INSTALLED. 

# $CMDS - MAJOR COMMANDS DIRECTORY AND HISTORY COMMANDS 

# DIRECTORY (THE oe FOR ONOGS I'S 

+ "LS$CM05, . $5 YS TEM. S$$CM05" ) 

# IMOLIBR - TIFORM CCOMMANENS DIRECTORY (CONTAINS THE COMMANDS 

+ MODIFIED BY THE .FPROW FATCHES) 
Homme # 
# MPTIONAL FATCHESS: 

+ READ THE DESCRIPTIONS OF ALL OFTIOCNAL FATCHES BEFORE IN- 

# STALLING THEM. OPTICGNAL PATCHES HAVE BEEN COMMENTED OUT IN 

+ TMOLUMN CINE. THE ASTERISK MUST BE REMOVED FROM COLUMN ONE Ta 
# AFPLY THE DESIRED OPTIONAL PATICHES. 

+ 

# MPTICONAL FATCHE'S REFER TO THE FOLLOWING PROBLEMS AND FATICH 

cS NUMBERS: 

HPSS 1 RHR O64/12/34 =sTR #13251 DONGS TIFORM 2.2.0 EXECPROC 

* PROBLEM: 

+ A= RELEASED, THE EXECPROC WILL DELETE BLANKS ON A "JUSTIFY R" 

# FIELO WHICH ARE EMBEDDED IN THE TEXT. FPATCH 2070 ATTEMPTED Ti 

+ FIX THIS, BUT THE OFFSET WAS WRONG. THE OFFSET IS RIGHT IN THIS 

# FATICH. 

+ “CLLIT ION: : 

% THIS OPTIONAL FATCH SUPPRESSES BLANK DELETION ON A RIGHT JUSTIFIED 
+ FIELD. 

HP 174 RHR O1/20/34 STR #167235 DONG TIFORM 3.23.0 EXECFPRIOC 


# FROBLEM: 

+ SINCE NOFNFS NOW CAUSES UNUSED MEMORY TO BE RELEASED, SUBSEQUENT 
+ MPEN FORM AND PREPARE SEGMENT COMMANDS REQUIRE MORE GET MEMURY 

# SV GALLS. THIS CONTINUAL SWAPPING CAN SLOW THE EXECUTION. 

%# SOLUTIONS 

# THIS FATCH (3174) SUPPRESSES THE RELEASE MEMORY TO AVOID THE 

# SWAPPING THIS CAUSES. 

BP SIE RHR O1/20/34 STR #12749 DNGS TIFORM 3.2.0 EXECPROC 

# FROBLEM: 

* RELEASE 3. DISABLED RETRY LOGIC FOR svVC# TO AVOID NEEDLESS 

# LOOPING AFTER A TIMEQUT. SOME USERS WANT THE PRINT KEY Ta 

# TIE UF THE TERMINAL UNTIL THE FRINT COMPLETES. 
%# USMLUTIOCNS 
# WSERS WHO WISH TO ENSURE THAT THE FRINT 
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KEY TIES UP THE TERMINAL WNTIL THE PRINT IS COMPLETE CAN [SET 
THIS RETRY COUNT BY APPLYING THIS FATIH. THIS FPATCH RESETS 
THE RETRY COUNT FOR °B TIMES. YOU CAN ADJUST THIS VALUE IN 
THIS PATCH DEFENDING ON THE REQUIREMENTS OF YOUR SYSTEM. 
THIS WILL NOT LOOP ENDLESSLY ON A TIME-OUT OR A 

DISCONNECT ERROR, BUT IT WILL LOOP THE NUMBER CF TIMES THAT 
YOU SET THE RETRY FOR. 


HP Sase RHR Os/ 30/84 =TR #17432 ODNOS TIFORM 3.2 EXECFROC/FOLC 


cog 
sy 
% 


THE FRENCH FEYBOARD USES AN ASCII OMMA FOR A DECIMAL FOINT. 
THIS OPTIONAL FATCH ALLOWS TIFORM Tid RECOGNIZE THIS DIFFERENCE. 
NOTE THAT YOU MUST RECOMPILE YOUR FORMS AFTER APPLYING THIS FATCH. 


HPISG4O3 RHR 6/21/34 STR # 170 DINGS TIFORM 3.3.0 LINKD/EXECFROC 


i i a a a a a a a 


FROBLEM: 

AS RELEASED, THE LINED DIRECTORY ON THE CBJECT INSTALLATION DIS 
DOES NOT CONTAIN ‘sIX PARTIAL LINK CONTROL STREAMS NECESSARY Tia 
BUILD THE INTERMEDIATE PARTIAL OBJECT FOR THE LINED EXECLTOR., 
THE BLOLINED COMMAND PROCEDURE ASSUMES THESE FILE: TO RESIDE 
IN THE LINKED DIRECTORY WHICH IS IN THE DIRECTORY ENOWN BY THE 
SYNONYM TIFRMINS. FATIH #33570 WAS BAD. THIS UNE REPLACES IT. 
MLUT ICN: | 

THIS OPTIONAL FATICH COPIES THE NECESSARY PARTIAL LINE CONTROL 
STREAMS INTO THE TIFRMINS.LINKD DIRECTORY. YOU MUST ASSIGN THE 
SYNONYM TIFRMINS TO THE FATHNAME LUNDER WHICH YOUR LINKED 
DIRECTORY RESIDES. FOR INSTANCE, IF YOUR LINKD DIRECTORY I5 

ON THE OBJECT INSTALLATION ODOTSK NAMED TIFRMNFS, ASSIGN THE 
SYNONYM AS FOLLOWS: AS SYNONYM=TIFMINS, VALUE=TIFRMNFS. 


#PSS75 RHR 32/11/84 STR # 13250 DONOS TIFURM 3.3.0 EXECPROC 


we ok OK ok Kk 


FROBLEM: 

JUSTIFICATION FORCES A ZERO INTO AN EMPTY RIGHT-JUSTIFIED 
FIELD. THIS I[S CORRECT, BUT SOME APPLICATIONS NEED Ta MAINTAIN 
A NULL VALLIE RATHER THAN A ZERQ. 

SCLLT ION: 

THIS FATCH DISABLES THE LoWGIc IN [JUST THAT PROVIDES THE FILL 
THARACTER FOR A RIGHT-JUSTIFIED FIELD. 


HP4020 RHR 4/23/83 STR # 1L3yvao DINGS TIFORM 3.3.0 INTERFACES 


Mek ee IK ok OK mk me 


PROBLEM: 
THE CHANGE [FC COMMAND DOES NOT WORK. 
SCILUT TCIN: 
PATCH THE IFC MODULE“S INTERFACE OBJECT. ONCE YOU HAVE AFFLIED 
THIS FATCH, YOU MUST RELINK YOUR APPLICATION WITH THE PATCHED 
INTERFACE. THIS PATCH CLOSES THE IPC CHANNEL BY BRANCHING TU 
CIPCCS FROM CFUTILS (CrciIcez1--JUST AFTER PUTTING EXECUTUR’S 
INTERNAL RUN ID IN CALLER'S ARGUMENT). OPTION 12 OF THE 
FORMTSTR UTILITY HAS THE SAME PROBLEM. PATCH #4022 FIXES THE 
FORMTSTR PROBLEM. 
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DONG FATIH 1.17.0 RELEASE INFORMAT ICN : SPECIAL INSTRUCTICNS 


~.214 ODNGS TIPE 2.2.0 FATCHES 


The Patch file for the DNGS TIPE 2.2.0 patches is ".TIPERE", The 


Patch fille mar be @mercuted usina the Execute Batch (XB) command. 
The foallawina instructians mar be used to apply the DNGS TIFE 


~.2.0 Patches: 


The value for "SOMOS" is usually "J2$CMD5, ,S$5Y5 TEM. S$$CM05" fia 
the major cammands directory and the histerr cammands., 


eee meee seers ee eee meeee ceeee cence meme meses seems mies aoeee ene ances omen stems eum coves Serum cunee mime cee mrane cones seven ese eames crams meee cece cones cane einen snes cinee seams ease sitey Grmte coos Sane coum sents emes sma Mute mines cunts wens Stine “une Gute sete: cutee mutes cote cowed eumD sees <awuT eee ounce mine) veome Seats mee + 


##e# PATCH FILE ONOS 1.3.0 TIFE 2.2.0 LAST UFDATE O2/23 /34 
INSTRUCTIONS § 

YOU MUST ASSIGN THE FULLOWING LOGICAL NAME BEFORE RUNNING 

THIS BATCH STREAMS 


VOLBLO - VOLUME NAME GF THE SYSTEM DOISE 


YOU MUST ASSTIN THE FOLLOWING SYNONYM CIF YOU ARE LISING OPT ICNAL 


PATICH 3477) BEFORE RUNNING THIS BATICH STREAM: 


TIFEDF - SET To (YES) TO REENABLE THE DELETE FILE CAPABILITY 
SET TO (NO) TO DTSABLE THE DELETE FILE CAPABILITY 


YOU MUST ASSTGN THE FOLLOWING SYNONYMS IF YOU HAVE MOVED SCI 
MOMMAND PROCEDURES INTO COMMAND DIRECTORIES OTHER THAN THOSE 
SUPPLIEQ WITH YOUR SOFTWARE: 


$CM0 —- THE MAJOR COMMANDS DIRECTORY(CIES) AND THE HISTORY COMMANDS 
MMOLIR - COUMMAND OTRECTORY TO BE MODIFIED BY .FPROM FATCHES 


Si sy Eat cra ee Se sn mes ecm as el les a a sn eeu ap a oe nv cy bcc oe and ad Sem cs as er i ae ease al ees cee es el ico em mea + 
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SELTICIN 4 
mI CHANGES 


With the addition of the  YYO/SCSI] disk/tape controller and 


associated devices to the Business System family of computers, 
same UNOS utilities and operatina srstem functions have changed. 
This document describes those changes. In Same cases, the 
mPeratar mar mat motice anv difference, while in ather cases, 


Procedures may, need ta be changed, 


At this time, there are three devices available for use with the 
YVYO/SERSI cantraller. They are the DRaSO (350 MB) disk drive, the 
URGse (ise MER) disk drive, and the CT40 cartridge tape drive. 
If, in the future, ather disk or tape drives are offered tbr Texas 
Instruments for use with the YYVO/ECS] controller, the information 
in this decument mar ar may moat be applicable toa such devices. 


While Performing an IDS on a DBSS0O or DBLSS disk drive, erie 
shauld be aware that the display of approximate Percent camplete 
is mat valid. Assuming no errors are found an the disk, the IDs 
Pracedure (CLENGTH=SHORT recommended) should take about 79 minutes 
For the DORSS0O and about 33 minutes for the DBISs. Durins this 


time, the approximate Percent camplete diselar will efiaw Tess 
than ane Percent. Then» the Percent camplete should click off 


raPidl-r. This Phenomanem occurs since a single cammand causes 
the entire ‘sSOST disk to be analyrzed before command complete 1s 
reParted back to the IDS task. 


There are two differences between the traditional 77) disk/tape 
drives and the mew StC'sI drives. 


The first ais the disk sector size. Previauslyr., the anly sectar 
Slzes supported by DONO were 2346 bytes and 2235 Bytes, With this 
wuPdate, a S12 brte sector is supported. This mar require changes 
te any task that directly accesses IMAGE or FROGRAM files. Their 
recard lengths are alwars equal ta the disk sector size. 


The second difference is that the CT460 cartridge tape drive is 
incapable of Performing a backspace aPperatian. Therefore, a mew 
tape DSR (device service routine) has been released and is 
available with this update. Due tea this ditterence, a Ful] 
system generatian ais required after aunstalling the updates, 
before the T6460 cartridge tape drive can be used, If the srstem 
generatian 1s amitted, the T4640 drive will wearks however, the 
integrity af data stored on the cartridge tape is in 9uestian. 
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With the new tape DSR, any task that issues a backspace operatian 
to a CT40 tape drive will receive an "illegal opcode" errar, ta 
imdicate the backspace operation was mot pPperfarmed. Tasks mar 
need to be modified if a (T4640 cartridge tape drive is te be used, 


several utilities have been modified toa suppart the VYRrRO/SCSI 
mantroller and devices, Same hrave been Patched, while oathers 
required aoewhale mew utilitr be installed. The individual 
utilities are discussed below. Except where moted, all utilities 
will Perform exactly as befare, 


ANALZ —- Crash Analysis 
New features have been added ta ANALZ. lise the cammand 
eee tao determine the available cammands. Same af the 


new Commands ares 


# FA - Frints last Patch numbers 


% AST -— Analyze srstem tables 


*% TRO - Dumps /12 hardware trace infa an 74x 
erash 

#% ANLZ —- Analyze the crash 

* DSEG - Dump System DSEG blacks 

# ODOTAR —- Dump Table Structures (5TA) 

# ITC - Dume ITC Messages 

# MAFS - Dume System Map Files and System 
Canfiguration Climited) | 

% NFPDT —- Dump a Named POT 

Commands may have up to 4 characters in the name. The 


dume memory (DM) command mar also be used ta dump a 
bleck of memory by giving a black size for the endings 
address. For example, DM with start 2000, end 40, will 
dump fram 2900 thraush 2O3E, Same canfusian exists for 
start at 40, end at 40, since 40 thrauash 40 will te 
dumped, but as Jonas as the size is less than the start 
address, the implied black dump will occur. 


Biot —- Backup Directory 


ROL —- Backup Directory to Device 
When backing wuPa directory ta a CT40 cartridge tare, 
the verificatian step cannot be Performed. If the 
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verify oaptian has been requested, the aperatar will] be 
matified that the verificatian cannmat be performed. 
Verify backup (VE) should be used ta verify these 
backups, 


IFPI - Copy Proaram Image 

CRV -— Check and Reset Volume 
CSM - Copy Sequential Media 
IVY - Copy Volume 


CVO - Copy and Verify Disk 
DWOFY — Disk Cary 


RO - Restore Directory 
Restore Directory can be used without the UTILITY 
Patches beings ainstalled, unless the SEQUENTIAL ACCESS 
NAME is a disk drive. It will work correctly when used 
with the CT40 tape drive. 


RV - Recaver Valume Space 
SO —- ‘scan Disk 
WL - Unlead Lune 


LindJoad luna is a utilitr which has been added = far 
suPPart af the CT40 tape drive. Its Primary PurPase i185 
For cartridge tape tensioning. It will cause the 
cartridge tare te Positian ta the end «af the tape and 
then rewind toa the beginnings. This will extend the 
useful life of the tape cartridge. 


The UL command can alsa be used with reel—-ta-reel tape 
drives toa cause the tape to be unloaded fram the tare 


drive. 


Before using this command, a luna must be assigned fa 
the device with the assian June (AL) command. 


YVMT — Verify Magnetic Tape 
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